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CROSS SECTION LOOKING 


St. Paul’s Cathedral. 


From a drawing by Mr. Artuur F. E. Potey. (See page 166.) 
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WOMEN IN ARCHITECTURE 


HE inevitable has happened at last, and a woman has 
won a first-class architectural competition. For 
many years lesser portents have foreshadowed this 
achievement: several of the professional prizes have 
been gained by women students, and there are now 

quite a number of women in practice. It is not our present 
purpose to discuss the merits or defects of Miss Scott’s winning 
design for the theatre at Stratford-on-Avon, though we must 
offer her our congratulations, in passing, on obtaining the 
unanimous verdict of the assessors. There is every indication 
that her plans will be subjected to plentiful criticism, informed 
and otherwise, but especially otherwise, in the columns of the 
Press for months ahead. Our object now is to focus public 
attention on an event of some importance in the history of the 
architectural profession. From that profession, so far as we 
know, there has never been any attempt to exclude women. 
It may be that objections were raised in secret conclave at the 
R.I.B.A. some thirty years ago when the first woman was 
proposed for Associate membership after passing the qualifying 
examinations. It may be, we say, for we have no evidence 
that anything of the sort happened : if so, it was known only 
to the elders of the profession and has been long forgotten. 
The rank and file of the members, including all who are merely 
middle-aged, have been spared any doubts on the question, for 
it has been an accomplished fact for a generation. Women are 
now firmly established in architecture, and they are welcome 
there. 

But those who read the increasingly numerous journals 
devoted to women’s interests, so-called, cannot fail to be aware 
that this fact is unknown to the type of feminine journalist who 
combines persistent criticism of men architects in the mass with a 
frantic plea that women should flood the profession, and thereby 
remove all the imaginary shortcomings of modern domestic 
architecture due to male ignorance of the home or neglect of its 
administration. Architects may write and talk as much as 
they like, but these women journalists will never believe 
that any man has ever washed up a dish or remembered the 
urgent necessity of cupboards. It never occurs to them that 
long experience of domestic routine at home and protracted 
study of domestic planning at the drawing-board may have led 
him to conclusions differing fundamentally from those of the 
untrained amateur housewife. Cupboards, for instance, to an 
orderly male mind, appear too often the receptacle for rubbish 
that would go to the dustbin but for their existence. The 
architect knows, too, that space devoted to cupboards in any 
room is space lost in floor area, or alternatively an addition to 
the cubical contents of the building for which his client, not he, 
has to pay. In this connection, a correspondent informs us he 
“met a married architect the other day, a man whose houses are 
illustrated as models of good design, who confessed that in his 
own bijou residence there were twenty-nine cupboards, the 
fruits of his wife’s persistence, and that a recent visitation of 
the whole series, made by him in secret, revealed the interesting 
fact that twenty-six of them are now filled with cardboard dress- 
boxes and other goods which he described, generally, as ‘ junk.’ 
He whispered to me that his next home would have one cup- 
board per room, and no more. The hearts of all architect 
husbands will pray that he may be strengthened to keep his 
good resolution.” 

Then we have heard 


B a good deal about bathrooms of late. 
ut 


for the male architect, we are told, every cottage and every 


artisan flat would have spacious bathrooms with wide verandas 
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glazed with the latest form of health-giving glass at heaven- 
knows-what per square foot. This reminds us of experiences 
at meetings of Housing Committees, when the women members 
would suggest every kind of gadget and extra without any hint 
how the harassed architect was to find the money to pay for 
them. If these critics would concentrate their energies on the 
abolition of ‘‘ ornaments ” on mantelpieces and of lumber else- 
where, they would save the housewife more work in dusting 
and cleaning than can ever be saved in washing up in this 
imperfect world. Spring cleaning, a legacy of the Victorian 
craze for hoarding rubbish, is very largely avoidable in any 
house that is kept properly furnished. But all these troubles 
would be solved, we are assured, if only we had women architects. 
And as we have women architects, one of them now very much 
in the limelight, let us see how matters really stand. 

Miss Scott’s success at Stratford-on-Avon is not the fruit of 
a lifetime spent at the scullery sink, or in the interior of cup- 
boards. She went to an ordinary girls’ school for a term of 
years, then to an architectural school for five more, and since 
then has acted as assistant in the offices of mere men. Her 
training at all stages has been identical with that of a man of 
similar birth and age preparing to become an architect. Her 
success cannot be ascribed to the fact that she is a woman, nor 
has she succeeded “in spite of being a woman.” Her sex has 
been a godsend to the Press, from the chief morning journals 
down to the most sensational of the evening newspapers, but 
the plain fact is that she has won the competition as an architect, 
without any prefix. The Architectural Association School has 
every right to feel proud of the result, for during many years it 
has trained numbers of women students. Some of them have 
found their feet in architecture, others have found “affinities ”’ in 
the same quarter and have formed partnerships, professional and 
otherwise, as a result, but some, we imagine, have found archi- 
tecture very different from the thing they imagined it to be 
when their indulgent parents dispatched them to that seat of 
learning for five years after a similar period at an expensive 
boarding-school. 

We have heard the qualities of the girl student in architecture 
discussed by those responsible for her training. Compared 
with her male counterpart, she is commonly supposed to be 
more conscientious, more inclined to concentrate on points of 
detail, and less ready to let her imagination take wings. That 
may be so, but generalisation as between sexes is always difficult, 
and exceptions to rules are always easy to find. The amateur 
theatricals for which the A.A. is justly famous may conceivably 
have contributed to Miss Scott’s victory, but architecture, or 
rather its practice in after life, contains much that is not at all 
amusing. It can be very sordid, and never more sordid than 
when one has to argue endlessly with a fractious client about the 
more trivial details of domestic economy. 

We cannot believe that girls entering an.architectural school 
after the conventional secondary school or public school prelude 
have any special knowledge of housekeeping or any special 
interest in it; nor does their training in such schools equip 
them in such ways—that comes afterwards. They enter 
architecture, or at any rate they should enter architecture, with 
ambitions like those of their brothers of the T-square: if they 
are to make a success of life, they should come into architecture 
because they love it. And whatever skill they may attain in 
the details of domestic planning and equipment, we venture to 
think that few of them look forward to a career restricted to 
the provision of unlimited cupboards and sinks for other women. 
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NOTES 


From the President’s address 
The to students we may note 
President’s what he said as to the 
Address. evolution of an architect. 
He clearly sees that the 
education of the scholar, vital as it is, 
cannot supply the place ot intimate con- 
tact with the actual conduct of building 
affairs. He said there was no better 
training than that obtained in an archi- 
tect’s office, provided that the office was 
one in which architecture was well under- 
stood. The work of the men so trained, 
many of whom we had with us to-day, 
proved this without doubt. He spoke 
of the immense value of measured studies 
of buildings and regretted the absence 
to-day of publications such as John o’ 
Groats sketch book and the Architec- 
tural Association sketch books. The 
publication of books of photographs was 
not a good substitute—quite the con- 
trary—the opportunities for visiting 
buildings in progress was not quite equal 
to the old system where the pupil visited 
buildings for which he had helped to pre- 
pare drawings. These remarks have 
some distinct bearing on the discussion 
on thesystem of trainingin the “‘ Builder ” 
Debate. 


Tue President, like many 

A Good Others, realises the need for 
Sugges- a better understanding of 
tion. the importance and value of 


architectural design amongst 
the general public, and he pertinently 
asks whether the youth at places like 
Eton and Winchester could not be taught 
something of the great values of beautiful 
buildings by which they were surrounded 
so that a real foundation for the under- 
standing of architectural values might be 
laid in the early lives of all the students. 
How hopelessly at sea the general public 
often are in venturing to express an 
opinion on architectural design was 
clearly evidenced by the utterance of a 
very distinguished gentleman the other 
day on the result of a recent competition. 
This is an age of amazing tolerance. We 
wonder sometimes if this is all to the 
good. At all events we should all wel- 
come such keen, but withal kindly. criti- 
cism as that bestowed on the students’ 
designs this year by Mr. Sullivan. 


WE emphatically second the 

National appeal by Sir Goscombe John 
Collection for the proper arrangement 
of and exhibition of the fine 
Sculpture. 144 of sculpture casts which 
have been collected at the Crystal Palace. 
They certainly ought to be got together 
in some easily accessible place for the 
benefit of sculptors and architects, and 
probably added to in such a way as to 
make complete the whole record of the 
world’s best accomplishments in sculp- 
ture. We sincerely hope some definite 
steps will be taken before long to bring 
the study of architecture and sculpture 
into closer relationship. If the qualities 


of great sculpture were appreciated fully 
by architects we should get better archi- 
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tecture and sculptors ought to know more 
of the vital values of architectural art. 


In the Presidential address 

Drawings to students (reported on 
of St. page 172 of this issue), Mr. 
Paul’s. Walter Tapper congratulated 
Mr. Arthur F. E. Poley on 

his survey drawings of St. Paul’s 
Cathedral, reproductions of which have 
just been published in book form. This 
is a really remarkable set of drawings, 
showing St. Paul’s with a completeness 
that has never before been attempted. 
Some idea of the accuracy and beauty of 
the drawings may be gained from the 
greatly reduced reproduction of the cross- 
section through the dome which we give 
on page 164. Incidentally, this drawing 
is of considerable interest in connection 
with the controversy on the construction 
of St. Paul’s which is now proceeding 
in our columns. The drawings consist 
of eight in collotype and twenty-four 
in photo-lithography, and the work has 
an introduction by Sir Reginald Blom- 
field, R.A., together with a descriptive 
account of the Cathedral, and _bio- 
graphica] notes on Wren and his crafts- 
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Lent by Dr. Linptey M. Scorr to the 
Burlington Fine Arts Club Exhibition. 


These are dated about 1740, and are 
very fine examples of lime wood carving. ] 
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men. The doorway of which we give a 
sketch by Mr. Poley on the facing 
page is the work of Jonathan Maine, and 
is one of two doorways of similar design 
at the head of the geometrical stairs, one 
giving access to the Library, and the 
other to the triforium gallery. The work 
has been reproduced and printed by the 
Chiswick Press, Messrs. Chas. Whitting- 
ham and Griggs, Ltd., and is published 
at the price of seven guineas, by Mr. 
Poley, at “ Willowbank,” Hampton Hill, 
Middlesex. 

WE have been indebted to 


The , “ 
Burlington the Burlington Fine Arts 
Fine Arts Club _for many interesting 

Club. exhibitions, and the present 


one of miscellaneous objects 
of art is _ particularly attractive. 
The furniture and the pictures include 
examples of first-rate quality. We 
cannot recall anything quite so fine of its 
kind as the large picture by Richard 
Wilson, R.A., which shows a river scene 
with a distant view of Tabley House, 
Cheshire. This is a splendid record of 
English landscape, broad and luminous, 
and ot admirable tone and colour. Such 
a picture as this is too good for private 
possession and ought to be a national 
possession—-there is no striving after effect 
or suggestion of a manufactured com- 
position but just a sincere and simple 
rendering of the charm of English land- 
scape. We cannot refer to all the 
beautiful things of outstanding quality, 
such as the delightful Gainsborough—the 
mushroom girl—the pictures of Hobbe- 


ma, Guardi, Reynolds, ete. The 
examples of furniture are of special 
interest, such as the beautiful little 


Queen Anne table and chairs valued at a 
thousand pounds apiece. In addition 
to all these there are choice examples of 
pottery and bronzes, and some wonderful 
jades. 


WE illustrate this week a 

A Garrison memorial which has _ been 
War erected in a camp that 
Memorial ‘ act 
Church. thirteen years ago was 


crowded with recruits from 
home and overseas. For its erection the 
War Department allotted a dominant 
site at the entrance to the camp, and 
also—through the Chaplain-General—con- 
tributed to the building fund, but the 
bulk of the expenditure incurred has been 
subscribed by those who have the 
spiritual welfare of the troops at heart, 
and remember with gratitude and affec- 
tion their efforts and sacrifice in the war. 
It is hoped that the outstanding debt 
of £2,000 will be discharged by some of 
those who know Bulford, and now hear 
of the completed memorial and the need 
of further subscriptions. 


Durine the past few months 

Town town planning has made a 
Planning remarkable forward move 1D 
Progress. England and Wales. ver 
3,000,000 acres are now IB 

cluded in town planning schemes that 
are being prepared by 395 local author! 
ties. When Dr. Addison, soon after 
the War, put forward town planning 
legislation, making action compu'sory 
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upon all authorities in urban districts 
with populations of 20,0C0 or more, it 
was prophesied by the pessimists that 
the Act would largely become a dead 
letter. Events have shown that those 
authorities who were under no compulsion 
to adopt town planning schemes already 
exceed those compelled to plan. The 
two old Universities have given a lead 
in this matter. Within the last few 
weeks a scheme for the east part of the 
Borough of Cambridge has been approved, 
and the preservation of the banks of 
the river Isis has been assured by 
the approval of the Preliminary State- 
ment for Oxford and District. The 
growing opposition on the part of 
popularly elected bodies in England and 
Wales to greyhound racing is shown by 
the use made by local authorities of their 
powers under the Town Planning Acts 
to prevent greyhound racing tracks being 
established in districts that are reserved, 
or proposed to be reserved, for residential 
use. There has also been opposition to 
so hates of public garages in beauty 
Spo Ss, : ‘ 


THERE has also been a rapid 

Regional growth of committees con- 
—— sidering regional © develop- 
* ments. There are now 
sl 53 Joint Town Planning 
ttees in existence. These include 
representatives of 836 local authorities. 
hey are responsible for planning areas 
“overilig approximately 16,446,795 acres, 
with « population of 31,323,477 and an 
assessble value of £204,500,000. The 
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north of England is already almost 
covered by such committees, including 
those for Manchester, the South and 
North Tyneside, Leeds and Bradford, 
Doncaster, Rotherham, Sheffield, the 
Lake District and the industrial part of 
Lancashire and Cheshire. The recent 
establishment of committees for Sheffield, 
for the Lake District and for South-west 
Lancashire has filled in several gaps. 
London has been much behind the north 
of England, but in November a Greater 
London Joint Town Planning Committee 
was set up covering an area of 2,000 
square miles. As in other countries, 
finance is one of the serious difficulties 
in regional planning. Many of the 
English committees have already com- 
pleted their Preliminary Report, and 
are now seeking, in co-operation with 
county councils, to find some fair means 
of sharing the cost involved in making 
arterial roads, and reserving open spaces. 
Scotland has been extremely backward 
in recognising the value of either town 
or regional planning. Very few schemes 
have yet been started north of the 
Tweed, but the Scottish Board of Health 
are taking steps to encourage town 
planning in industrial districts around 
Glasgow and Edinburgh, while the Society 
for the Preservation of the Rural Beauties 
of Scotland has been established. 


Mr. Lewis Mumrorp, in 
Products “Sticks and Stones,” tells 
of the us that “It is the lesser 
Machine. artists and architects who, 
unable to control and mould 
the products of the machine, have 
glorified in its nakedness.” If for naked- 
nes3 we substitute simplicity we find 
ourselves in disagreement with him. In 
looking around at the articles in every- 
day use we wonder if anybody really 
believes in this theory. The machine 
is at its worst when it is vulgar, and 
vulgarity is its dominant note. It is 
possible, we admit, to be so simple as 
to be uninteresting. “Simplicity,” says 
Mr. Aldous Huxley, “is no virtue unless 
you are potentially complicated.” This 
analogy applied to the simple product of 
the machine implies the complications of 
sounder materials, sounder workmanship, 
and less oak stain. 


AN interesting commentary 
on one of our articles is to 
be found in one of Father 
Ronald Knox’s essays in 
“ An Open Air Pulpit.” Re- 
marking upon the changes in the suburbs 
he says, “If we go on like this much 
longer, we shall return to the nomadic 
stage of culture in which men live like 
the ancient Scythians or the modern 
gypsies, in caravans; only the caravans 
will be built for speed, and they will 
never rest except when a _ puncture 
necessitates it. Till that day the motor 
problem is incidentally exacerbating the 
housing problem. We all want toy houses 
with a smaller nursery and a larger 
garage.” 


Eligible 
Houses. 
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Ar the end of this month 
‘*Archi- the January-February num- 
tecture” ber of Architecture will make 
** Schools ”’ . aie 
Number. its appearance. This issue 
is given over to the planning 
of the modern elementary and secondary 
school, and contains plans and illustra- 
tions of some more recent school buildings 
of these types. Two of the latest ‘“* open- 
air’ schools—designed by Mr. Topham 
Forrest, Chief Architect to the London 
County Council—are included, as well as a 
number of Lincolnshire County schools, 
which are incorporated in an article on 
“The Planning of the Modern School,” 
by Mr. Henry G. Gamble. Mr. Taliesin 
Rees’s lecture to the recent Educational 
Conference on Secondary Schools is 
reproduced. The issue will contain also 
the customary architectural features, in- 
cluding another contribution from Mr. E. 
Maxwell Fry to his series on “ Axes and 
Vistas,” dealing this time with Kingsway 
and Bush House. 


Mr. J. L. Barrp, the in- 

ventor of television, is, it 
Television. appears, making progress 

towards the perfecting of 

a “home set,” and we may 
expect television will follow the usual 
procedure of scientific inventions of 
value, improving year by year until it 
attains to something akin to perfection. 
When this stage is reached, architecture 
must be considerably influenced, for 
we shall be in a position virtually to see 
buildings at a distance, and the difference 
between seeing a building itself and seeing 
photographs, however good, is a difference 
of kind rather than of degree. 
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Detail of Doorway at Head of 
Geometrical Stairs, St. Paul’s 
Cathedral. 


Drawn by Mr. A. F. E. Porry. 
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GENERAL NEWS 


Professional Announcements. 

Dunfermline Town Council has appointed 
Mr. David Shaw burgh engineer and sur- 
veyor. Mr. Shaw, who is burgh engineer of 
Saltcoats, was for some time assistant engi- 
neer to Dunfermline District Committee of 
Fife County Council, and held a like appoint- 
ment at Arbroath. 

Mr. J. Roger Preston, M.R.S.L., etc., con 
sulting engineer, has moved into new offices 
at 7, Southampton-street, Bloomsbury-square, 
W.C.1. 

Architects’ Estates. 

Mr. Andrew Oliver, A.R.1.B.A. (69), of 
Queen’s-gardens. Hyde Park, W., left £2,955 

Mr. George Gregory, J.P., F.S.A. (61), of 
Green Den, Stonehaven, architect and civil 
engineer (personal estate in Great Britain) 
left £3,303. 

Mr. E. H. Harbottle, of Garth, Topsham, 
Devon, head of Harbottle & Sons, Exeter, 
architects, architect to the Dean and Chapter 


of Exeter from 1894, left £20,698. 


An Archzologist’s Estate. 

Mr. Thomas Southwood Bush, of 20, 
Camden-crescent, Bath, a well-known archew- 
ologist and antiquary, founder of the Bath 
branch of the Somerset Archwological Society 
(net personalty £14,523), left £17,287. 


“The Berger Scholarship.” 

We learn that the date for the return of 
candidates’ completed entry forms in this 
competition—originally January 31 of each 
year—is now May l. 


An Egyptian Sphinx. 

Among the chief acquisitions made by the 
Trustees of the British Museum during the 
past month and approved by the "oo 
Committee was an Egyptian Sphinx carve 
in augite diorite, inscribed with the name 
of Amenemhat IV. (Twelfth Dynasty, 
ec. 2,000 n.c.). The face of this sphinx, unfor- 
tunately somewhat damaged, is the only 
known portrait of Amenemhat IV. The 
figure has been given by the National Art 
Collections Fund. 


Worthing Borough Extension. 

he application of Worthing for a pro- 
visional order incorporating two adjoining 
parishes, Durrington and Goring, has re- 
ceived the approval of the Ministry of 
Health. The extension will considerably 
more than double the present area of the 
borough, will give the town an additional 
mile and a half of sea front, and will bring 
the famous Cissbury Ring, the beautiful 
Goring Woods, Highdown Hill, and John 
Selden’s Cottage at Salvington within the 
borough. 


Hereford Cathedral in Danger. 


Hereford, like the City of London, is 
anxious for the safety of its Cathedral 
According to the Morning Post, the oldest 
and most beautiful portion is in danger. The 
trouble is in the south transept. The west 
window, which in 1440 was inserted into the 
Norman wall of 1080, is bulging to such an 
extent that the casual onlooker has the im- 
pression that it may collapse into a thousand 
pieces any minute. The buttress that sup- 
ports this south transept from the outside is 
in a shocking condition. But it is the south 
wall of the south transept, a few yards away, 
that presents the greatest problem. So dilapi- 
dated is the condition of this perpendicular 
wall that one can dislodge great pieces of it 
as if it were rotten wood. The buttress of 
the wall is scaling off in an alarming fashion. 
Something will have to be done soon if the 
south transept of the Cathedral is not to 
collapse. This will delay indefinitely the re- 
building of the Chapter House, which has been 
in ruins since the Civil War, and which the 
authorities are anxious to reconstruct. It is 
estimated that one thousand pounds will be 
needed to reconstruct the southern portion of 
the Cathedral. 
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COMPETITION NEWS 


Industrial Designs Competition. 

Particulars of the Fifth Annual Competi- 
tion of Industrial Designs to be held at the 
Imperia] Institute, South Kensington, Lon- 
don, S.W.7, in June, have now been issued, 
and can be obtained from the Secretary of 
the Royal Society of Arts, John-stret, 
Adelphi, London, W.C. 2. Intending com- 
petitors must apply to the Secretary of the 
Society between May 1 and 12 for the neces- 
sary entry forms. In all, scholarships and 
prizes amounting to nearly £1,600 are offered 
in connection with the 1928 competition. 
The Empire Marketing Board are offering 
in connection with this competition three 
prizes for a design in four colours for a shop 
window bill, with the lettering ““Buy Empire 
Produce from Home and Overseas.”” The 
Royal Society of Arts offers a prize of £50 
for designs for an Entrance Hall to a 
Cinema, and a prize of £25 for a design for 
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a Silver Cup for the Swiney Prize for 
best published work on jurisprudence, 

scholarships will also be awarded—the J mes 
Hyde Scholarship of £100 for Architectural 
Decoration or Textiles; one of £75 for de- 
signs for printed and woven dress goods and 
printed furnishings offered by the Tootal 
Broadhurst Lee Company ; the Lewis Berger 
Scholarship of £60, open to apprentices 
students or craftsmen in the craft of paint. 
ing and decorating; and the Art Congress 
Studentship of £50 for practising craftsmen 
or designers, founded by the late Sir William 
Cuthbert Quilter. Other prizes, ranging 
from £5 to £52 10s., are also offered. 


The Preservation of St. Paul’s Cathedral. 

[We have received a long letter from “ Ip. 
quisitive’’ in reply to Mr. Harvey’s lette: 
published in our last issue. In consequence 
of the pressure on our columns this week we 
are compelled to defer publication tiil our 
next issue.—En., ] 
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Garrison Church, Bulford: Royal Artillery Memorial Window. 
By Mr. W. T. Camm. 
Mr. G. L. W. Brount, F.R.1.A.I., Architect. 


(See 


p. 174.) 
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THE REPAIR OF ANCIENT BUILDINGS—IV 


By A. R. POWYS, A.R.I.B.A. 


The Disposal of Rainwater. 


Nornine except a defective roof hastens the 
decay of an ancient building so much as de- 
fects in the system designed to carry away 
rain aud surface water. Most damp patches 
in a building which cannot be attributed to 


leaky roofs are due to leaky rainwater pipes. 
Therefore this matter should receive constant 
attention 

Generally speaking, buildings that are 
liable to long periods of neglect are better 
with only the simplest or without any rain- 


water disposal system. In buildings in constant 
usethe system should receive as much thought 
and attention as do the sewage drains from 
a modern house. The principles, however, 
are different. For our present purpose, it is 
presumed that the roofs are sound and that 
only the disposal of water from the eaves 
downward is under consideration. 


Systems for the Disposal of Rainwater. 


Water may pass to the ground by direct 
drop either from eaves or spoutings, or it may 
be conveyed in pipes. In deciding which of 
the two is the better these questions should 
be considered: (1) Will the building be 
ueglected when the work is done? (2) What 
is the nature of the soil on which it stands? 
(3) Are the eaves high above the ground, are 
the points of discharge well clear of the walls, 
and is the facing of the wall particularly 
liable to damage from more or less con- 
centrated dropping water? 

It may be that in the case of a low building 
with projecting eaves and standing on a 
clay soil the rain should be allowed to drip 
direct from the eaves to the ground, there to 
soak away. The advantages of this are: little 
initial cost, little upkeep expense and the 


provision of evenly distributed water at the 
foundation level, which may be useful in dry 
seasons and which certainly helps to avoid 
uneven contraction in the foundation bottom. 
In such a case provision may be made at the 
base of the wall to direct the splash outward. 
This may be done by a paving laid to fall 
steeply away from the wall at its base. 
(Fig. 3.) It is sometimes wise to remove 
existing eaves-gutters and down pipes. When- 
ever water is concentrated at certain spots 
provision should be made by drains in the 
ground or channels on its surface to lead it 
well away from the building. 

It may be in the case of a high building, as 
a tower, that a long rainwater pipe is un- 
desirable because of the initial expense and 
because it is difficult to get at for repair. 
Further, rainwater pipes applied to buildings 
not designed to receive them may be held dis- 
figuring. And in this connection lead pipes 
are betier because they last very much longer 
than other kinds, and because they are more 
pleasant to see. They are good, on account 
of their durability, or buildings liable to 
neglect. 


Down Pipes and Eaves-Gutters. 


Iron down pipes are more commonly used 
because they are cheaper at the outset. The 
following suggestions should be considered in 
regard to them. If they are fixed two or 
three inches clear of the wall, water from 
any leak that occurs will run down the 
pipe and not down the wall. This is im- 
portant, because iron pipes are liable to frac- 
ture and then to concentrate water on a patch 
of walling, much to its damage and to the 
hurt of the fittings within. When down 
pipes are fixed in this way rainwater heads 
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should also have outlets arranged clear of 
the wall. Pipes to be fixed clear of the walls 
should be round and should be without ears. 
They should be fixed by special arms known 
as ‘‘ holder bats.” When fixed to ashlar work 
these arms should be of gunmetal. To avoid 
fracture at the junction between two lengths 
of pipe the joints should be free and in order 
to make repairs easy the upper length should 
only enter the lower by a little less than half 
the depth of the collar at the junction. This 
is done to make it easy to remove a defective 
length without taking down the whole pipe, 
for cracked iron pipes cannot be repaired ; 
renewal is imperative. It has been suggested 
that these pipes are best without any bends 
and that therefore they should stand out 
from a wall as much as the projection of the 
lowest plinth. It is certainly desirable that 
no old work should be cut back to allow for 
their passage. A disadvantage of iron down 
pipes is that they need to be kept painted. 
This is not so with lead pipes; these are 
always to be preferred. Where they exist 
they should be kept repaired; where they do 
not, it should be an object to put them in 
the place of others. They may be made of 
cast lead (seven pounds to the foot) bent 
round a mandrill and the two edges burned 
together. Solder is often used for the joint, 
but a burned joint is to be preferred. The 
accompanying sketch (Fig. 2) shows a good 
way of fixing these pipes to an old wall. Lead 
pipes are usually fixed direct on the wall 
face, and they usually require heads which 
should also be of lead. Both iron and lead 
pipes should discharge into a proper channel 
or above a gulley or into it by a back inlet, 
so that they may be easy to clear at this 
point. 

Where new eaves-gutters are to be used 
they should be of cast-iron, or sometimes of 
wood. When of iron, half-round gutters are 
usually to be preferred on old buildings. 
Iron guttering should be watched, as it is 
liable to fracture, and, like defective rain- 
water pipes, to concentrate water on a patch 
of wall, with dire results. A defective 
length of gutter should be renewed as soon 
as it is discovered. Old lead eaves-gutters 
should be maintained, in spite of a pro- 
nounced disadvantage which belongs to their 
nature, namely, that they are apt to sag 
unless ample provision is made to prevent 
it. Wooden gutters are out of fashion, but 
they are often suitable, especially for 
thatched roofs, for they can more easily be 
given a form suitable to take the drip from 
thatch eaves, which vary considerably im 
projection as they age. Wood gutters, well 
made of oak or teak and well pitched 
within, have a long life. : 

The point where gutters behind parapets 
discharge into rainwater heads is one where 
trouble sometimes begins. If it can be 
arranged, there should be ample waterway 
here, at a level some 6 in. below the gutter, 
so that the outlet may not get blocked. 
Chutes or spoutings from parapet gutters 
should have a like provision made. Where 
these are high above the ground, as on 
towers, they should have a great projection 
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to ensure that water does not drop on to 
offsets or against the building. Some 
advantages belong to spoutings which are 
formed as troughs and not as pipes. Lead 
spoutings should be adequately supported 
tw prevent sagging, and should have lips 
formed to pour the water clear and prevent 
back dribble. 
Disposal of Water at Ground Level. 

Rainwater from roofs, when it reaches 
the ground, may be disposed of in three 
ways. It may be allowed to soak direct into 
the ground, either dripping from the eaves 
on to the earth or on to prepared paving; 
it may drip from the eaves or be led by 
down pipes into open channels; or it may 
be taken direct into drains from the feet of 
down pipes. A building rising direct from 
ee grass is beautiful; rising from 
channels or paving, it is perhaps less so. 
The means adopted to dispose of water when 
it reaches the wall foot is further compli- 
cated by the nature of the soil, by the level 
ot the floor within the building, by the mear- 
ness of paths to the building, and by the 
fall of the ground. Unless drains are kept 
in order they get choked and become 
useless, and this may become a reason for 
avoiding them in cases where buildings may 
be long neglected as are some churches. In 
the case of inhabited houses, rainwater 
drains are less likely te be neglected, and 
are, therefore, te be preferred, as a rule. 
The suggestions made below must not be 
regarded as applicable on every occasion ; 
they are no more than suggestions, and 
should be used or varied to suit each 
separate case. 

Where eaves drip on to grass, 1t may be 
well to arrange for subsoil drainage by 
channels filled with clinkers or broken 
stones or by agricultural pipes. In the last 
vase, the pipes should be continued well 
away from the building. 

Where drains are not desirable, but where 
the floor is below the ground level, it may 
be advisable to lay paving sloping outward 
from the foot of the wall. In some such 
cases the wall below ground from its base 
to the top of the paving should be faced 
with a vertical damp course. It may be 
desirable to add a trench filled with clinker, 
etc., and grassed over at the outer lip of 
the paving, or, in some cases, at the very 
base of the wall (see Fig. 4). ; 

Where drains are desirable and eaves drip 
direct, or where walls are severely exposed 
to wind-driven rain and there are down 
pipes, a channel at the ground level may 
be advisable to conduct the water to gulleys, 
Channels or paving may be formed of con- 
crete, but paving on concrete has advantages 
and its appearance is generally to be pre- 
ferred; paving without concrete is useless. 
Concrete set with kidney pebbles is good 
for channels and may suggest other like 
treatment. Both channels and paving are 
apt to set away from the wall, and every 
precaution should be taken to prevent this. 
It is most important to secure that walls 
against which the concrete is laid should be 
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cleaned and the joints well raked out, and 
the concrete well packed into the crevices 
between the stonework. Channels may be 
paved with selected brick or stone, and the 
choice should be made with a view to sp- 
pearance as well as durability. It is a good 
plan to make the bottom of a channel more 
than half its width from the wall, and the 
width of the channel should be made to 
accord with the projection of the eaves. 
Channels have one great advantage over 
drains; it may always be seen whether they 
are working well. This is important in 
buildings subject to periods of neglect. 

In connection with this matter of channels 
the custom of lowering the ground against 
buildings to a level below the floor should 
be considered. Where this is done the 
trenches should be wide, if possible three 
times as wide as they are deep. A narrow 
trench becomes foul and fills with leaves 
and refuse. It is the writer’s opinion tkat 
it is better to provide vertical damp cvurses 
below the ground level than to sink deep 
open trenches; but Mr. Wm, Weir writes: 
“There is nothing so good as an oren 
channel; it allows of air getting to the tece 
of the wall.” 
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Rainwater Drains. 

Where drains are laid for rain water, the 
gulleys should not be trapped, but it is an 
advantage that they should have catch pits, 
The gulleys should have gratings, and these 
should be level with the bottoms of the 
channels. If they are lower than the ground 
near by, leaves tend to collect there and to 
block the gratings. The drains from the 
gulleys should be laid with properly jointed 
socket pipes, for otherwise they are apt to 
get choked with earth carried into them by 
worms or borne by the water. It is also 
desirable that they should be provided with 
access for cleaning. It is said that in clay 
soils agricultural pipes do not get choked, 
Rainwater drains should be laid where they 
are unlikely to be disturbed; in church- 
vards the lines of paths are suitable. 
‘Always a plan should be made of their 
course, and this should be kept with the 
survey papers. —— 

The drainage of waterlogged soils is 
beyond the scope of these articles. It is 
enough to remember that to rid a subsoil 
of its water is sometimes the cause of 
settlements in a building. 

(T'o be continued.) 





THE NEW FORM OF BUILDING CONTRACT 


IIl.—A DETAILED CONSIDERATION— (Continued). 
By E. J. RIMMER, B.Sc., A.M. Inst.C.E., Barrister-at-Law. 


In the last issue of Zhe Builder, the sub- 
ject matter of these articles was dealt with 
in the broadest possible way in an introduc- 
tory article. We must now proceed to con- 
sider in a little more detail the various pro- 
visions contained in the new form, and it 
will be convenient to do so under a few 
selected headings referring to all the pro- 
visions of the contract relating to the subject. 


Status of the Architect. 


As was mentioned in the introduction, the 
long controversy touching this question has 
at last been settled. The architect under the 
new form must ‘now be regarded as the 
specially authorised agent of the building 
owner, and as such, his powers of controlling 
the work have been given expression to in 
the very forefront of the new form. It is 
there stated, in Clause 2, that the work 
shall be carried out and completed in every 
respect to the reasonable satisfaction of the 
architect, who to this end may from time to 
time in his absolute discretion issue further 
drawings and/or written details, instructions, 
directions, and explanations (referred to as 
**architect’s instructions ’’) in regard to any 
of the following matters :— 

(2) The variation or modification of the 
design, quality and quantity of the contract 
works or the addition or omission or sub- 
stitution of any work. 

(b) Any discrepancy in the drawings or 
between the drawings and specification and 
bills of quantities. 

(c) Removal from the site of any materials 
brought thereon by the contractor and the 
substitution of other materials therefor. 

(a) The removal and re-execution of any 
works executed by the contractor. 

(e) The dismissal from the contract works 
for good and sufficient reason of any person 
employed thereon. 

(f) The opening up for inspection of any 
work covered up. 

(g) The amending and making good of de- 
fects. 

To the unpractised eye these powers of the 
architect might be regarded as nothing more 
than the powers given to him under the 
1909 R.I.B.A. form, but it should be ob- 
served that there is no limitation to the 
powers of the architect in these respects. 
He has not, for example, to prove that the 
works which he orders to be removed are 
defective, or that materials are not within 
the contract conditions, and there is an ex- 





press provision to the effect that ‘‘ the con 
tractor shall forthwith comply with and duly 
execute any work comprised in such further 
drawings and/or architect’s instructions.” 
Leaving for a moment the question of what 
remedies, in cash payment, the contractor 
may have if the architect requires something 
to be done beyond that which under the 
contract the contractor could be expected to 
do for the contract price, the provisions of 
this clause lay down, without ambiguity or 
possibility of evasion, the absolute duty of 
the contractor to do what the architect re 
quires and the power of the architect to 
order that which in his opinion is requisite 
for carrying out his scheme of work. — 

Moreover, by the provisions referring to 
arbitration, in Clause 31 of the form, special 
provisions have been inserted to prevent 
delay in compliance with the architect's 1- 
structions by the contractor on the ground 
that he must, before doing so, prepare evi- 
dence for arbitration proceedings in regard 
to the cost of complying with the architect's 
instructions. It is there provided that arbi- 
tration proceedings in respect of claims by 
the contractor in regard to removal from the 
site of material brought thereon by the con- 
tractor and the substitution of other materials 
therefor, or the removal and re-execution © 
works executed by the contractor shall only 
be permissible ‘‘ when the obtaining of rela- 
tive evidence shall not delay the works. 
Although this clause is perhaps one of the 
least satisfactory from the point of view o 
legal draughtsmanship, the intention o! the 
clause appears to be that nothing, not eve? 
the contractor’s anxiety to prepare evidence 
for arbitration, is to interfere with the 
prompt compliance with the architect's ™ 
struction. 

Another provision which affects the ques 
tion of the architect’s status is that 1m rel® 
tion to disputes. Here again any decision 
which he makes in regard to differences ® 


° . 4 ° wee e 
disputes which may arise either between “ 
employer or himself and the contractor © 
merely that of a person authorised by th 

; ntractor 


employer to make an offer to the co we 
of the settlement of the dispute on the term 
of his decision. 

If the contractor does not appeal from er 
decision within 14 days, he is in effect deemet 
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to have accepted the offer, and bot — 
are bound by it, but if, within that perle® 
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tractor, then any such decision becomes —" 
no binding effect either upon emp ye 
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contractor and the matter must go for judi- 
cial decision to the arbitrator. 

In regard to certification, the architect is 
similarly a person entrusted by the employer 
to tell him how much the contractor is en- 
titled to be paid both in regard to interim 
and final certificates. It is in regard to these 
duties, and to these duties alone, that it may 
be said that an architect owes some duty 
to the contractor as well as to the employer, 
but in view of the recent case of Wisbech 
Rural District Council vy. Ward, where Mr. 
Justice Sankey decided that in giving interim 
certificates the architect was not an arbitra- 
tor or a quasi arbitrator, but merely the 
agent of the building owner (although this 
case was upset in the Court of Appeal on 
other grounds, Mr. Justice Sankey’s decision 
on this point was not upset), the architect 
is, it is submitted, no more than a specially 
authorised agent, in regard to the certificates. 

Hls agency, however, in regard to such 
matters, is irrevocable by the employer, be- 
cause there is express provision in the con- 
tract that if the employer fails to pay the 
certificate of the architect or interferes with 
or obstructs the issue of such certificate, he 
becomes liable to have the contract deter- 
mined by the contractor and to make good 
any loss which the contractor suffers thereby. 

There is, of course, one way in which an 
employer can revoke the special authorisation 
of a particular architect, namely, by termi- 
nating his services, but even then the autho- 
rities that he has exercised before ceasing to 
he the architect under the contract cannot be 
over-ruled by a subsequent architect. This 
latter provision was of course in the old 1909 
form of contract. 

In addition to the powers of the architect 
referred to above, there are, under the con- 
tract, various and usuai powers conferred 
upon him, many of which are contained in 
the old form. The only new ones which seem 
appropriate for mention under this heading 
are those relating to setting out and sub-con- 
tractors. 

The provision in regard to setting out of 
the works 1s that the architect or his nominee 
shall fix all main building les and_ boun- 
daries, and that. the employer shall indemnify 
the contractor against damages resulting from 
the incorrect setting out of these lines; that 
when the architect has set out the main 
boundaries, the contractor shall set out the 
works, and that after he has done so, .the 
architect shall check the main line setting 
out, and, if he does net disapprove, the con- 
tractor shall be relieved of responsibility for 
the main lines of the work. 

In regard to sub-contracting, the architect 
has been given a very valuable and special 
power in regard to providing for the payment 
of sub-contractors. In the first place, he may 
demand proof from the contractor that he 1s 
hot unreasonably withholding any money due 
by the contractor to a nominated sub-con- 
tractor before certifying for payment; and 
secondly, if he desires to secure payment to 
any nominated sub-contractor before final 
Payment becomes due to the contractor, he 
may include in any certificate to the con- 
tractor an amount to cover such payment, 
whereupon the contractor shall discharge the 
debt and himself be discharged from liability 
for the work. 

In so far as the contract has removed from 
the architect any judicial duties, that is, 
oe which cast. upon him an obligation to 
the — the contractor’s interest as well as 
lean; mplover's, it 1s thought that the pro- 

ssion as a whole will welcome such provision. 
Architects will be free to do, in the em- 
plover's interest, what they think desirable in 


ee sts of the work, without any regard 

'e contractor’s feelings in the matter, be- 
er they will know that he has got his 
et a remedies under the contract, and 
. ) c ep 


noes ndent upon the architect’s judicial 
et on of the matter. 
* may be repeated, as said by Sir William 


Mac [en7} : 
rea , In_ his report to the Contract 
ife fa. 66 © . 
dent “ I am convinced that the archi- 
under the standard form is in many ways 
M a strong r 
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and effectually subserve the interest of his 
client than formerly.” 
The Definition of Contract Works. 

One of the most important questions which 
have been before the Conference is that of 
defining the works to be done by the con- 
tractor for the contract sum. As has been 
shown, the widest possible discretion has 
been given to the architect to have done by 
the contractor any work which he thinks 
necessary for effecting the purpose of the 
contract ; but 1t would be quite impossible to 
give any such powers to the architect if, at 
the same time, the contract did not. make it 
perfectly clear that this power, if exercised 
so as to require the contractor to do work 
which he had no reasonable expectation of 
having to do when he tendered for the con- 
tract, would result in extra payment by the 
employer for extra work, and reduction of 
payment by the employer for works omitted. 
In order to deal with such a situation, the 
essential thing which the Conference had to 
do was to define what works, called ‘‘ con- 
tract works,”’ should be included in the sum 
payable to the contractor, called the ‘‘ con- 
tract sum.’’ ‘The definition adopted is that 
the contract works are to be ‘‘ the works 
shown upon the said drawings and described 
in the specification and the said Bills of 
Quantities.’’ This, however, does not carry 
the definition quite far enough, and it 1s 
afterwards provided that for the contract 
sum the contractor shall provide ‘‘ everything 
necessary for the proper execution of the con- 
tract works as before defined.”’ 

Although this definition does not materially 
differ from that in the 1909 form, the new 
form does, in a bill of quantities contract, lay 
down a very clear definition of the quality 
and quantity of the work to be executed 
under the contract, although leaving it stiil 
to the drawings and the specification to 
supply the particulars of form and size. The 
contract in terms states that the quality and 
quantity of work to be executed under the 
contract ‘‘ shall be deemed to be fully set 
out in the Bills of Quantities, and the speci- 
fication shall not impose any obligations upon 
the contractor not so set out.’’ 

The clause further provides that :— 

*“The said Bills of Quantities shall be 
deemed to have heen prepared in accordance 
with the ‘ Standard Method of Measurement 
of Building Works’ last before issued by 
the Surveyors’ Institution. Any error in quan- 
tity or omission of items from the Bills of 
Quantities shall not vitiate this contract, but 
shall be rectified and the value thereof, as 
ascertained under Clause 7, shall be added 
to or deducted from the contract sum, as 
the case may be, provided there shall be no 
rectification of the contractor’s calculations 
or prices.”’ 

It is therefore clear that this new form of 
contract places upon the bills of quantities 
the responsibility of setting forth the condi- 
tions affecting the quality and quantity of the 
work, and that, in a bill of quantities con- 
tract, the employer cannot expect to obtain 
for the contract sum work in excess of the 
work set out in the quantities. 

The description in the bills of quantities 
will be sufficient to cover all the works neces- 
sary for producing the item set out in the 
bills if it complies with the Standard 
Methods. It will not be regarded as an 
omission from the bills of quantities if it is 
found that some detail of workmanship which 
the standard method does not require to 
be scheduled has been omitted. On the other 
hand, if the quantities omit an item which 
for the description of a particular work 
should, by the standard method of measure- 
ment, be included in the bills of quantities, 
then the contractor, if he is required to do 
the work, will be entitled to have it dealt 
with as an addition to the contract sum. 

Thus the contract brings greater import- 
ance to the methods of measurement which 
have been agreed between the builders and 
the quantity surveyors and the architects for 
several years. It may be said to have the 
effect of making the need of the employment 
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of quantity surveyors in the preparation of 
quantities for building works more desirable. 

In view of the more precise standard of what 
the contract works are, the financial adjust- 
ments necessary for dealing with extra works 
or omissions resulting from the issue of addi- 
tional drawings and architect’s instructions 
become siimplified and less likely to cause 
dispute. ‘The contract provides, in express 
term, that if compliance with the additional 
drawings and architect’s instructions ‘“ in- 
volves extra work or expense, or loss beyon:l 
that involved in the execution of the contract 
works,’’ then, unless they were issued owing 
to some breach of the contract by the con- 
tractor (as, for example, the supply of im- 
proper materials or the execution of 
improper work), the employer shall pay the 
contractor the price of the work, or the 
expense and Joss aforesaid. 

In order, however, not to take the archi- 
tect unawares, the duty is laid upon the con- 
tractor of giving notice, before he commences 
the work, that the further drawings and 
written instructions will, in fact, cause ex- 
pense beyond that involved in the execution 
of the contract works; but such notice may 
be dispensed with by the arbitrator if he is 
satisfied, having regard to all the circum 
stances, that the varied work would have been 
carried out had the notice been given. It 
would obviously be unfair to penalise the 
contractor for failure, to comply with a mere 
technicality, if the action of the architect and 
of the employer would have been precisely 


the same. (Zo be continued.) 


CORRESPONDENCE 


The Repair of Ancient Buildings. 


Srr,—May I thank Mr. Davidson for his 
interesting comments, which I welcome. If I 
have learnt anything from a long study of 
the repair of ancient buildings it is that no 
one can dogmatise on that subject, and I ask 
forgiveness if I appear to do so. 

He rightly questions my dictum that an 
architect ‘‘ should be chosen for one reason 
alone, namely, that he has shown by actual 
work that he can repair old buildings without 
doing harm.’’ I am well aware of the ridicu- 
lous position that this sentence might put us 
all in if it were not read in conjunction with 
actual facts. A young architect begins in 
such works by being resident assistant. His 
master and employer sees what he can do; 
more and more responsibility falls on him and 
eventually it is recognised that he is com- 
petent to work independently. But the 
transition from the position of an assistant 
with little responsibility to that of a man 
who can give orders independently is very 
gradual, and I have made up my mind that 
it is only after proving his ability that he 
should be entrusted with any ancient build- 
ing which is of value to the public. Risks in 
regard to the repair of such buildings must 
be reduced to the minimum. The Society 
for the Preservation of Ancient Buildings 
has and does encourage the training of its 
younger men. I myself was trained under 
its mgis, as were others. I don’t see how 
else to state my conclusions shortly than in 
the way I have chosen. I therefore do not 
withdraw that sentence; it represents the 
best advice I can give. 

With regard to making a full survey, I 
know well the difficulties of an architect who 
has charge of an ancient building as regards 
getting a proper survey of it made. They are 
now seldom made. I emphasised this point 
because I wished that the layman, the em- 
ployer, should be encouraged to instruct his 
architect to make a proper survey, for the 
ordinary scale of architects’ charges are in- 
sufficient to enable him to do so except at 
his own expense. It becomes our duty to 
ask our clients for authority to make a proper 
survey and to point out the economy resulting 
from it and other advantages. 

A. R. Powys. 





»*, Other letters are held over until next 
week.—ED. 








PRESIDENTIAL ADDRESS TO 
STUDENTS. 


At last Monday evening’s meeting of the 
R.1.B.A. the President (Mr. Walter Tapper, 
A.R.A.) delivered his presidential address to 
students. It was, he said, the custom of the 
Institute for the President to address the 
students when presenting the prizes for the 
work they had done. When one thought of 
the many addresses delivered on such occa- 
sions one might be fairly certain that every- 
thing worth saying had been said, and it 
became increasingly difficult to add anything 
with advantage. A keen criticism of the 
various subjects was given by Mr. Sullivan 
a short time since, and he hoped the students 
would agree with him that it was one really 
worth having. It was, of course, severe, as 
adverse criticism must be if it was sincere, 
but it was also kindly. Mr. Sullivan real- 
ised, as they all did, the immense amount 
of time and trouble the students had given 
to their work. 

He would first of all congratulate the 
students who were prize-winners, and to 
those not so fortunate say a few words of 
encouragement. To work, and to have done 
their best, brought its own reward and 
happiness. They all could give instances of 
men who, in their young days, were never 
fortunate in winning prizes, yet later had 
done excellent work, and hag been happy 
and contented. Therefore, he said, ‘‘ Do not 
be cast down.’’ If they persevered in their 
work and loved it they would get their re- 
ward in some form or another. We could not 
attach too much importance to occasions such 
as that, first of all because they were directly 
concerned with the work of the younger men, 
with whom the future of architecture lay, 
and secondly because they gave an opportu- 
nity of seeing the practical result of a 
system of education with which that Insti- 
tute was directly concerned. Their Board of 
architectural education was responsible for 
the curricula adopted by all the recognised 
architectural schools of the country, and 
they saw on such nights as that the prac- 
tical results of their endeavours. Architec- 
tural education to-day was a vastly different 
matter from what it was not so many years 
ago. Then it was more or less a haphazard 
affair. The boy was articled to an architect 
for some years; at the expiration of his 
articles he either continued in the same office 
or went to another as an improver for a year 
or two. He then became an _ assistant. 
During this period he qualified by voluntary 
examination as an Associate of the Institute, 
and finally began practising as a full-blown 
architect, and a very anxious time he had, 
as they all knew, notwithstanding the ex- 
hilaration of having a shot at any competi- 
tion which happened to be going. It could be 
easily imagined, with such a system, how 
much depended on the architect to whom he 
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was articled, and even more so on the pupil 
himself. A busy practising architect had 
little time in which to give him personal 
attention, although there were plenty of 
instances to the contrary. In any case, there 
was little spoon feeding, and the pupil, if 
it was an office where good work was being 
done, and he was determined to make good, 
picked up—and he used the term advisedly— 
all sorts of information which he found of 
inestimable value when starting his own 
practice. Sometimes at the end of his 
articles he took on the job of clerk of the 
works, gaining not only practical knowledge 
of building, but also the friendship of the 
workmen, from whom he learnt much. In 
the speaker’s opinion, and in the opinion of 
many others, there was no better training than 
that, provided that the office was one in 
which architecture was well understood. The 
work of the men so trained, many of whom 
we had with us to-day, proved this without 
doubt. In addition to the routine work of 
such an office, it was a common thing for 
men to work at the Association and Academy 
schools (the only existing architectural 
schools of the time of which he was speaking) 
in the evenings and to sketch and measure 
old work at South Kensington. The holidays 
were spent on sketching tours. A keen man 
bent on making himself efficient had little 
time for play, which might or might not 
have been a misfortune. The published 
sketch books of the time, such as the John 
o’ Groats, Spring Gardens, and that of the 
Architectural Association, showed the excel- 
lent work and sound draughtsmanship of the 
student of those days. He could not help 
regretting that nothing of the kind was being 
published to-day, for they were, without 
doubt, stimulating to the student. The pub- 
lication of books of photographs was not a 
good substitute—quite the contrary. As a 
striking exception in this connection he 
would like to congratulate Mr. Poley on the 
survey of St. Paul’s Cathedral which he had 
recently published. Such years of devoted 
labour in making such beautiful drawings of 
this fine building deserved more than a word 
of praise on such an occasion. He hoped 
our students might profit by such an object- 
lesson. There was little doubt, the speaker 
continued, that the average training of the 
student in those days was not training at all 
in the best sense. Looking back, one real- 
ised that there was a great deal of wasted 
effort, and very little guidance.. That the 
system obtaining to-day was absolutely neces- 
sary went without saying, and most would 
agree in thinking that our students were very 
fortunate. 

In recent years the aim of the Institute in 
its educational reforms had been to make the 
training of architects more intelligible, and he 
thought they wovld all agree, looking round 
the walls of that room, that it was meeting 
with the success it deserved. Much had been 
done, and there was still more to be done. 
For instance, he ventured to think it impera- 
tive that the students should be brought into 
closer connection with the actual building. 
They knew, of course, they were given oppor- 
tunities for visiting buildings in progress, but. 
that was not quite equal to the advantage 
given by the old system, where the pupil 
visited buildings for which he had helped to 
prepare drawings. He knew that the schools, 
in order to make up for that lack of practical 
training, urged the students on leaving school 
to spend some time in an architect's office, as 
improvers, before they began to practise on 
their own account. It should, if possible, be 
made compulsory. If he might venture to 
make a suggestion to the masters of our 
schools, he would say, ‘“‘ Encourage the 
students by every means in your power to 
found tn sate in the best traditions of the 
past. Teach them ali there is to be taught 
in this respect. so that later they may not 
fail for the want of knowledge of the prin- 
ciples and traditions which have gone to the 
making of great architecture.” It was be- 
cause of this that he attached the greatest 
value to the measured drawings subject, for 
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which a prize was given. There was no better 
way to learn the traditions of their art. They 
must, of course, measure with intelligence, not 
merely with the idea of getting a record of g 
fine building, but in urder to master the mean. 
ing of it, whether it be as regards plan of 
general proportions, detail or construction 
This was all he had to say especially to 
students, and now he ventured to make 4 
few remarks on general education, in so fay 
as it concerned them and architecture. 

In former days the patrons of architecture 
aud the fine arts were the aristocrats, who 
had sufficient knowledge of the subject to be 
able to discriminate between the good and the 
bad; at the same time the definite traditions 
vf building were generally understood and 
followed. To-day the patrons were the people 
and it was with them that the future of archi. 
tecture lay. He should have no misgivings 
cuncerning the part democracy was to play 
provided the study of the fine arts formed 
part of its general education. When all was 
said and done, and notwithstanding much vul. 
garity, the age in which we lived was really 
enlightened. The mass of the people were 
thinking deeply concerning many things, in- 
cluding architecture, but they needed leading 
into the right channels, and this, he ventured 
to think, could best be done in our ele- 
mentary and secondary schools, in our 
public schools and universities. He was 
not suggesting that the masters should 
know the technicalities of their art, but that 
they should recognise how all-important archi. 
tecture was, and, if properly understood, what 
an influence for good it could be to the nation. 
To know this and to teach it was, in his 
opinion, the only hope of better things. And 
in this he could not but think of the many 
fine examples of architecture in this country 
which should be of the greatest value. For 
example, take our public schools; two, Eton 
and Winchester, instantly came to mind. The 
history of England was architecturally ex- 
pressed on their walls. Did the masters call 
attention to this? Did they tell the boys that 
these buildings expressed most of the human 
virtues? Greater object lessons in architec- 
ture, of real value in helping to form the boys’ 
character, could not well be found. Or, again, 
take the village schools. Were the children 
taught to be observant of the beautiful cottage 
architecture that so many villages possessed 
or the architectural qualities of the village 
churches? All such buildings invariably ex- 
pressed the things which went to the making 
of a great people. Men from our universities, 
well educated in the ordinary sense, very often 
became trustees of the lovely churches up and 
down the country. Would these buildings 
have suffered, as they had, if the study of 
the fine arts had formed part of such men’s 
general education? Would not those gentle- 
men themselves have been better for this 
knowledge? He thought so. Education did 
not solely consist of book learning. Our 
cathedrals and churches, our manor houses 
and cottages, were sermons and lessons ID 
stone, and should be appreciated from that 
point of view. So he would ask those re 
sponsible for education whether they could 
not be made of more direct use for educa 
tional prrposes. If they were to save the 
country from the pollution which was going 
on—and there was little time to lose—t 
behoved them to bestir themselves and se 
that their children were taught the value of 
architecture. Education had not yet come 
into its own with the multitude. It must be 
some time before we got an educated demo- 
cracy. In the meantime, what was to 
done? Here architects might be useful. All 
they could hope to do was to keep the rush- 
light burning. They must all, every 0° 
if they were to be sound guides, agree on first 
principles. They must set themselves to tT 
capture the great traditions of their - 
that they might speak with one voice SO tha 
the minds of the people would not become 
confused. That, to-day, was our great 2 
if we were to be a real help. The powerfu 
aid of the Press should be invoked, _ 
propaganda of every kind, such as lectures ! 
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our towns and villages on the value of the fine 
arts as an influence for good, should be given 
Here he wished to voice the thanks of the 
Institute to Mr. and Mrs. Quennell for the 
admirable architectural lectures which they 
gave to children during the Christmas vaca- 
tion. ‘They were indeed valuable, and he 
sincerely hoped they might be followed by 
others in due course. The spoliation of the 
countryside did not arise because the people 
wished it: they did not desire ignoble or 
mediocre homes. It had come because the 
people had not received the education neces- 
sary for an appreciation of better things. 
There was much commendable civic pride in 
our towns, but not enough, and what there 
was was of little use unless it had that edu- 
cational backing Architecture interpene- 
trated our lives, and it was imperative that it 
should be good if the nation was to progress. 
Just as we were all the better if the sun 
shone, or when we were admiring Nature’s 
loveliness, so were we the better people for 
great architecture. It spoke to us intimately 
every moment of our lives, telling us so 
plainly the great and fundamental truths. 
We should not think of architecture solely in 
terms of building, but remember that it had 
real value as one of the many aids to the 
formation of fine character. Architects had 
a great responsibility, for their work helped 
to raise or lower the standard of life; they 
were doing and should be enabled to do more 
to raise it if the people were taught that 
architecture was vital to their well-being. 


Discussion. 
Mr. R. F. Cholmeley, C.B.E., M.A., pro- 


posing a vote of thanks, said he was grate- 
ful to the President for his observations 
on the place of architecture in  life— 
not merely its technicalities, but what it 
meant to the ordinary person who was 
trying to get into an educated state of 
mind. He believed that something was 
being done in the schools, especially the 
older public schools, to bring home to the 
boys the inspiring nature of the buildings 
among which they lived, and he thought 
that a great deal was done in the London 
schools to teach what architecture meant. 
The houses that some people built inclined 
him to despair, but he did not think it was 
fair to put it all down to the iniquities of 
the speculative builder. We must make 
people thoroughly dissatisfied with build- 
ings that were out of proportion and over- 
loaded with ornament. Unless we made 
people thoroughly angry about it we should 
not get far. We had to stir up a divine 
discontent with anything but the best. It 
was no question of expense. Some of the 
worst buildings were the most expensive, 
and some of the best the least. Beauty 
was one of the necessities of life, and the 
cheapest to obtain, if only we set about it 
in the right way. 

Professor W. MRothenstein, M.A., in 
seconding the motion, commented upon the 
fact that many successful men in other 
walks of life began as architects. There 
was the case of Thomas Hardy, for in- 
stance; and among the moderns, Eric Gill, 
Gimson, and many other excellent artists 
began as architects. 

The President, having briefly replied to 
the vote of thanks, then presented the 
medals and prizes for 1928. 

_ (Full details of these awards were given 
i our issue for January 13.) 

At the commencement of the proceedings 
the meeting, on the motion of the hon. 
secretary, passed a resolution of sympathy 
and condolence with the relatives of the 
late Mr. Thomas Hardy. 





New Fssex County Offices, Chelmsford. 


The General Purposes Committee has sub- 
se plans for the provision of the new 
unty Offices at Chelmsford. The Council 


po recommended that the committee be 
Uthorised to invite tenders for the work and 


to accept a { Se sans . 
of £91 D0 ender if within the estimated cost 
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Articled Pupilage versus School Training. 


(In our issue for Jannary 13 we gave 
‘* Positive’s ’’ first article on this subject, and 
last week ‘*‘ Negative’s’’ reply. We now give 
‘* Positive’s ”’ rejoinder. The subject is now 
open to genera! discussion, and we shall be 
glad to have the views of our readers for 
publication next week, when the debate will 
be concluded.—Ep. 1! 

Sir,—‘‘ Negative’? has written such an 
able reply to my defence of the pupilage 
system that it is easily understood that he 
can be little satisfied with the name under 
which he has, perforce, to write. I am, how- 
ever, aware that, as he says, the system I am 
defending ‘‘in nearly every country in the 
world is coming niore and more to be con- 
sidered obsolete,’ and for that very reason 
I am at once happy in my point of view and 
in my nom de plume. It seems to me so 
much more “ positive ’’ to cut across the cur- 
rent of accepted practice than to drift com- 
fortably but perilously with the stream. At 
any rate, I am glad to exercise the privilege 
of debating practice in replying to the amend- 
ment, and so enjoying a knowledge in advance 
of the point of attack, as ‘‘ Negative’’ has 
also had. 

There are two points which I should like 
to put right, and which ‘‘ Negative’’ has 
misunderstood, largely because I had not 
made them sufficiently clear. The first is, 
that though the academic course I received 
was of three years’ duration, I did follow it 
up with some industry by a further four 
years of evening classes, and probably spent 
in all a more extended course of academic 
training than the average “‘ five-year ’’ student 
enjoys. I mention this point because I cannot 
admit that I am ignorant of either side of the 
question. 

The second point is that I was actually 
aware of that stipulation for at least one 
year’s practical experience which governs 
qualification as Associate R.I.B.A., following 
the receiving of a Diploma at a recognised 
School of Architecture. I did not mention 
this in the first place, because it seemed, and 
still seems, a very trivial reservation ; in fact, 
I consider that it further strengthens my case, 
by showing such a cynical disregard of the 
true proportions of the case. 

This second point serves as a very useful 
jumping-off point to my argument. In review- 
ing the relative careers of the articled pupil 
and the school-trained pupil, I think I am not 
unfairly translating the words of ‘‘ Negative ” 
in assuming that he anticipates that the latter 
will not have arrived at a stage of proficiency 
in practical knowledge until three years after 
the completion of his academic course, for he 
says : ‘‘ At the end of a further three years, 
however (i.e., after the five-year course), the 
school-trained student has acquired the know- 
ledge of routine work, and he acquires in 
three years almost as much knowledge of this 
subject as his articled rival has gained in 
five.” The emphasis to the “‘ almost” is my 
own, though the whole statement is perhaps 
significant enough without it. What it 
amounts to is this : that an enthusiastic sup- 
porter of the school system admits that after 
eight years’ training the  school-trained 
student is rather less proficient in the prac- 
tical knowledge of architectural practice than 
is an articled pupil after only five years’ 
training! The admission is serious in so far 
as one values the importance of practical 
knowledge in the matter of building, but it is 
doubly serious when in another paragraph the 
same writer defends the system which per- 
mits the school student to graduate as an 
Associate after six years’ training only—five 
at a school and one in an office. 

While we are on the point we may as well 
consider what the degree of Associate is in- 
tended to signify. Is it only a sign of 
academic knowledge, and recognised as such 
by the general public; or should it show a 
proficiency in practice which the general 
public may trust? If the former is correct, 
then I can only say that the degree is entirely 
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redundant, since the Schools and Universities 
may very well make use of their own domestic 
degrees for this purpose. If the latter, then 
it has obviously become a sheer deception— 
unfair to the public, unfair to those who 
laboured through their Final on the under- 
standing that it was a test and a sign of 
general proficiency, and unfair to the student, 
who finds himself in an ill-fitting man’s suit 
before he has grown into it. 

To me it appears only too manifest that 
the ordinance which first permitted this state 
of affairs was designed under the direct in- 
spiration of the school authorities, for the 
express purpose of inducing parents and 
guardians te send their sons through the easy 
gate to miss the hedge and ditch into which 
many a straight rider has tumbled. Viewing 
it in this way, I am forced to the conclusion 
that there is much too irresponsible a spirit 
permeating the school system for it to be 
healthy or right. 

I may be unjust in describing such an in- 
tention as of deliberate design, but I do 
believe it rests somewhere in the sub-con- 
science of the scholastic enthusiast, and I 
must admit that I distrust the whole 
scholastic system of to-day. I believe that it 
is gradually becoming to be regarded as a 
universe in itself, instead of no more than an 
ante-room to the universe. Many a secondary- 
school trained man of yesterday, complete 
with his differential calculus, advanced book- 
keeping, and what not, stops and wonders in 
what way he is better educated than his 
father, who learned the three ‘“ R’s”’ 
thoroughly and little else. Many an archi- 
tectural school-trained nan of to-morrow will 
pause and discover that he is little better 
equipped to build in sound and seemly fashion 
than was the man of like experience in the 
days of Norman Shaw. ‘Then it may be that 
some wise man will realise that the one career 
for which the schoolmaster thoroughly trains 
his students is that of the schoolmaster, and 
that for a decade or more we have been 
aneeeny holding ourselves up by our waist- 
elts. 

‘“‘ Negative’’ speaks with some contempt 
of the abilities as a teacher of the average 
practitioner. I suppose very few of them 
would be accepted as such in the average 
architectural school. His knowledge of the 
correct curriculum would be nil, as also of 
the right jargon in which to discuss architec- 
tural fitness. But I do not consider this dis- 
qualifies him as a teacher of architecture. 
The average architect in practice is a teacher, 
whether he takes pupils or not. He has to 
train a team to execute a co-ordinate task, 
and he has to educate his clients, more often 
than not, as to the things that are good for 
them. Into this purpose the direction of a 
pupil’s training falls naturally into place, 
and the boy who cannot make use of it in 
an office populated by talented assistants had 
better leave the profession altogether. 
It must be a well-chosen office, of course, 
but there are certainly sufficient busy, sound 
offices to train all the young architects of the 
next generation. 

I am also called over the coals for attribut- 
ing the glut of students and young assistants 
to the growth of the schools, and an R.I.B.A. 
report dated in 1925 is brought up against 
me. I must confess that I Rave not read 
this report, or if I have I have forgotten it. 
What I do know, however, is that whereas 
the great boom in building had not long 
passed at that date, and was being followed 
by a corresponding depression, the schools 
have continued to build new classrooms, indi- 
cating to my mind a sublime indifference to 
the current conditions ruling in the pro- 
fession. 

Finally I am told that ‘‘ the system of the 
office*and the evening school can never be 
a real success,’’ and that “‘ the stress of work 
nowadays makes it practically impossible, for 
reasons of health alone, for the articled 
pupil to carry out his office work conscien- 
tiously and at the same time spend his even- 
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ings in the necessarily exhausting work of 
the atelier."” Now may I ask in what way 
the life of the articled pupil of to-day in 
the office is more strenuous than that of his 
predecessor of yesterday? For the assistant 
on salary, possibly it is, but for the pupil 
I cannot for the life of me see in what way 
he is adversely affected. He is there pri- 
marily to learn, not to be driven, and if 
properly treated by his principal, and having 
a proper regard for his own position, he will 
have as much leisure in which to look round 
as any pupil of a past generation had, and 
probably much more to see when he does look 
round than had he of the more peaceful age. 
The evening school is not a continuation of 
work—not ‘* overtime’’; it is a relaxation to 
any youth who has learned to love his work. 
Far from this joint system never being a 
real success, it is the one under which most 
of the great figures of the late nineteenth 
century were trained; in fact, most of the 
professors of architecture were so trained ! 

It is, as I have said, a hard grind. There 
is far less time for theatres and tennis than 
the school student can afford, and it is but 
a parallel with the relative effort which 
students, young and old, put into their 
studies to-day and yesterday. Those who 
are satisfied that the children of to-day are 
as well equipped for the hard knocks of life 
as were our fathers may well be complaisant. 
For my own part, I am inclined to think 
that we who laboured to scrawl John Bull’s 
letters on a slate were less shocked to find 
that life is not all an organised game than 
will the little ones who are supposed to be 
learning without knowing it. 

I can see the pen of ‘‘ Negative” poised 
to write the word Reaction. Well, some- 
times we have to go back where we came 
from before we can find the right road. 

* Positive.” 


MEETINGS 


Monpay, January WO. 

Architectural Association. Mr. Robert At- 
kinson on “ Architectural Books.’’ 7.30 p.m. 

Edinburgh Architectural Association. Mr. 
A. E. Considine on ‘* Legal Aspect of Build- 
ing.”’ 8 p.m. 

Tuespay, January 31. 

Architecture Club. Dinner. Savoy Hotel. 
7.30 p.m. 
; College of Estate Management. Mr. G. 
Mould ‘on ‘* The Landlord and Tenant Bill.” 
5.30 p.m. 

Wepnespay, February 1. 

Royal Institute of British Architects. Mr. 
Cc. H. B. Quennell on ‘‘ House Building 
through the Centuries.’’ 8 p.m. 

L.C.C. Central School of Arts and Crafts. 
Sir Banister Fletcher on ‘‘ The Medieval 
Period : Piers, Towers, Spires, and Roofs.” 
6 p.m. ; 

Leeds and West Yorkshire Architectural 
Society. Discussion on “ That Architecture 
is Art, not a Business,”’ by Messrs. F. W. H. 
Allison and V. Bain. At Leeds. 6.30 p.m. 

London Society. Visit to the Church of 
St, Mary-le-Bow, Cheapside. 2.30 p.m. 

Incorporated Tnstitute of British Decora- 
tors. Debate on ‘“‘ Painting of Plasters and 
Cements, New and Old.”’ At Painters’ Hall, 
E.C. 7.30 p.m. 


Tuurspay, February 2. 

Victoria and Albert Museum. Mr. M. J. 
Hance (Secretary at the Czechoslovak Legation) 
on ‘“‘ Industrial Art in Czechoslovakia.” 5.30 
.m. 

' Institution of Structural Engineers. Dis- 
cussion on ‘‘ Types of Reinforcement.”” In- 
troduced by Mr. H. C. J. Carrington. At 
Birmingham Chamber of Commerce. 7 p.m. 

Auctioneers’ and Estate Agents’ Institute. 
Mr. G. Mould on “ Landlord and Tenant 
Act, 1927.”’ 7.30 p.m. 

Northern Pclytechnic. 
on “‘ Story of the Architect.” 


Mr. M. 8. 
7 p.m. 


Briggs 


Fripay, February 3. 
Faculty of Architectural Surveyors. Annual 
Dinner. Hotel Metropole, W.C.2. 7 p.m. 
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Stretford Boys’ Secondary School. 

This school, which is nearing completion, is 
being erected for the Lancashire Education 
Committee from plans prepared in the oflice 
of the County Architect, Mr. Stephen Wil- 
kinson, A.F.C., F.R.I.B.A., Preston Ac: 
commodation is provided at present for 380 
scholars, with future extensions for 470. The 
buildings are faced with rustic bricks with 
stone dressings, the arches being in sand-faced 
bricks. Window openings throughout are 
fitted with metal casements in wood frames, 
by Messrs. Helliwell & Co., of Brigham, 
Yorks. The roofs are covered with Coniston 
green slates laid in diminishing courses. 
Fireproof floors are being laid by Messrs. 
Homan & Rogers, of Manchester and London. 
The school will be heated on the low-pressure 
hot-water system. 

Messrs. Joseph Chapman & Sons (Patri 
croft), Ltd., are the general contractors. 


Rotherham Technical College. 

The second premiated design in this com- 
petition follows broadly the lines of the 
scheme placed first. A central entrance on 
the upper ground floor gives access to class- 
rooms and administrative offices and affords 
a means of approach to the assembly hall, 
below which workshops are placed. Class- 
rooms, laboratories and the school of art are 
placed on the upper floors, and ample exits 
are arranged from each floor level. An en- 
trance into the lower ground floor is arranged 
at the lowest portion of the site to afford a 
ready means of access for heavy machinery 
and equipment that may be required in the 
workshops. The ventilation has been speci- 
ally considered ; extract ducts are placed along 
the corridors at the high level connected to 
an uptake shaft, terminating in a fleche ar 
roof level. The material proposed to be used 
was brick with stone dressings, and red 
Roman roof tiling. 

The design is by Messrs. F. J. Horth & H. 
Andrew, FF.R.1.B.A. 

We also illustrate the third premiated de- 
sign, by Messrs. Colleutt & Hamp. In this 
scheme an endeavour was made to utilise the 
available area to its fullest extent, and in this 
respect the various frontage lines were ac- 
cepted and used as the controlling factors. 
Special regard was also had to the possibility 
of future extensions being required, and an 
effort was made to give these a dignified 
architectural form in sympathy with the re- 
mainder of the scheme. The desirability for 
direct light and ventilation to all internal 
corridors was given due consideration, as also 
suitable and adequate lighting of the en- 
gineering workshops. It was proposed to 
carry out the elevations in local stone. 


** Old Court,’’ Wimbledon. 

This house has been built for Mr. S. V. 
Gruchy, in a picturesque setting of silver 
birch and mountain ash, overlooking the 
Wimbledon golf links. The surroundings, 
although only 25 minutes from the West End, 
are very rural and might be right in the 
country. The house, designed to blend with 
these surroundings, is built with Claygate 
bricks, supplied by Messrs. W. H. Brown 
(Leatherhead), Ltd. The casements and 
leaded lights were supplied by Messrs. George 
Wragge, Ltd. The oak throughout is finished 
a silver shade, and wax polished. 

Mr. Edgar Ranger was the architect. 


The Church of St. George, Bulford Camp. 

In 1913 sketch designs for a church at 
Bulford Camp were under consideration, but 
before anything beyond these preliminaries 
had been dealt with the war began, and 
further progress had to be postponed. 
Throughout the war Bulford and the neigh- 
houring camps saw a continuous flood of 
troops from home and abroad pass through 
this great training centre, and when peace 
at last came, it was felt that the most 
fitting memorial that could be erected would 
be a church. 


JANUARY 27, 1928, 


Arising out of the greatly increase cost 
of both materials and labour, and the {, eling 
that the purpose of the memorial calcd for 
suitable expression and the avoidance of 
inferior materials or a cheaper form of 
construction than that adopted, it became 
necessary to carry out the work in sections 
The foundation stone was laid by Lord 
Methuen in the autumn of 1920, and on §¢, 
George’s day, 1923, the nave was dedicated 
by the Chaplain-General, Bishop Taylor 
Smith. Three years elapsed before opera. 
tions could be resumed, the work being 
completed and dedicated by the Bishop of 
Salisbury on November 3rd, 1927. 

The completed church has cost approxi- 
mately £21,000, of which £2,000 still remains 
to be collected. About three-fourths of the 
total was collected and subscribed by soldiers 
and their friends, in addition to gifts of 
furniture as separate memorials, and 4 
window executed by Mr. W. T. Camm, of 
Smethwick, presented by the officers of the 
Royal Artillery, “To the Glory of God 
and in memory of the Officers, N.C.O.’s, and 
men of the Royal Artillery, who gave their 
lives in the Great War, 1914-1918.” In the 
centre light is the Risen Lord, tlanked by 
saints protagonist, with predella panels of 
heraldic work. Small medallion subjects 
delicately treated, add interest and colour 
in the heads of the side lights, the traceried 
head bearing the regimental badge and moito 
—the cinque-foils having the men’s cap badge 
—on a blue field of much variety in depth 
of colour. The church owes much to the 
energy of the Archdeacon of Sarum, in its 
inception and completion. 

Owing to the impossibility of obtaining 
tenders for the work at the outset, the 
building has largely been erected on a 
“time and material” basis, by Messrs 
Mitchell and Sons, of Woodfalls, Salisbury, 
except the stonework, which has been sup- 
plied by The Bath and Portland Stone Firms, 
Ltd., from the designs and details of the 
architect, Mr. G. L. W. Blount, F.R.I.A.L, 
of 5, Duke Street, Adelphi, and Mitre 
Chambers, Salisbury. 

The plan is cruciform, the north and south 
transepts being arranged to provide a small 
side chapel with band loft over, the organ 
opposite having the choir vestry id lavatory 
under. The band loft is reached by a cirew 
lar stair, which continues to the tower 
room, the steps being of reinforced concrete 
cast in situ. 

The sanctuary is furnished with a two 
stall sedilia, a piscina and an aumbry—as 
parts of the fabric—the altar, pulpit, choir 
stalls, ete., being carried out in brown oak. 
The church is of Bath stone throughout, 
except the walls, which are hearted with 
fine Portland cement concrete between a? 
outer and inner lining four inches in thick 
ness. The walls and foundations are In 
part steel reinforced, as are also the flat 
ceilings of the aisles and the concrete to 
floors of band loft, organ loft and tower 
room, which—with the nave—are of oak 
blocks. The crossing has a groined ceiling 
with carved boss and corbels, the ceilings 
of nave, ete., being plastered and divided 
into panels by oak trusses, ribs and purlins. 
The roofs, including that of the steeple, até 
covered in with Precelly slates in gradt- 
ated courses, the autumnal tints harmon!si0s 
with the Bath stone and the surrounding 
downs. 

The other principal contractors and firms 
associated with the church were: Mess™ 
W. H. Gaze and Sons, Kingston-0t 
Thames, foundations; G. N. Haden 
and Sons, Trowbridge, heating; Stanler 
Cooper and Co., Bournemouth, - 
tric lighting; Mr. W. T. Camm, Smet 
wick, lead glazing and R.A. memorn 
window; Hollis Bros., Leicester, woodbloc 
flooring to nave; The Sarum Wrought Tron 
Works, The Canal, Salisbury, wronght nar 
work; The Stratford-on-Avon Guild. wd 
ford-upon-Avon, cast lead gutters and hea . 
Nores and Green, Salisbury, carved pulp 
stalls, ete.; Carter and Co., Poole, go 
floor tiling in chancel. The orgen + -. 
gift of the Carnegie trast, and is by 5 
land, of Bath. 
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‘** The Old Court,’’ Wimbledon : View from Entrance Gateway. 


Mr. Epcar Rancer, Architect. 
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ENTRANCE FRONT. 











COGAR RANGCR 
ARCHITECT 
9 GRAYS INN SQUARE WC 
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GARDEN PORCH 























‘* The Old Court,’’ Wimbledon. 


Mr. Epaar Rancer, Architect. 
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* TECHNICAL COLLEGE - ROTHERHAM .- 























MEZZANINE PLAN 






BETWEEN CROUND AND FIRST FLOOR 
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Rotherham Technical College Competition: Second Premiated Design. 
By Messrs. F. J. Hortn and H. Anprew, FF.R.I1.B.A. 
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Premiated Design. 






By Messrs. Cottcutt and Hamp. 
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Garrison Church, Bulford. 


. G. L. W. Brount, F.R.I.A.I., Architect. 
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View FroM Norra AISLE. 
Garrison Church, Bulford. 


Mr. G. L. W. Briownt, F.R.I.A.I., Architect. 
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Regent House, 
Regent Street, 








Colour effect plays a net insignificant part in architectural 
beauty. Colour content must, however, be of permanence 
to commend itself to high-class architecture. Effects such 
as that shown in the illustration on this page, obtained by 
the use of ‘‘ Atlas White” and a coarse white silica sand, 
are truly permanent. Assurance of the lasting quality of 
‘““ Atlas White ”’ stucco lies in the fact that “‘ Atlas White ”’ 
is a true Portland cement of the highest grade—the standard 
by which all other makes are measured. It possesses the 
full tensile strength and lasting properties of the best 
standard Portland cement. I issue ‘‘ Stucco Specifications,’’ 
which make specifying high-grade “‘ Atlas White ” stucco a 
very simple matter. Write for a copy. 
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DIRECTORY OF SAGE 1927 CONTRACTS 
EXECUTED FOR THE PROFESSION. 


LIST OF CONTRACTS. 


Adderley <> Co., Lid., Leicester 
Jobn Barker & C 0., 1 ‘td., Kensington, W’.8 
Blackpool Co- operative Society, Lid., motaaeel 
Booth Bros., Bellingham : 
Brill’s Scoteb Bakeries, Edgware . 
Buttericks, Lid., Regent Street, W.1. ; ; : 
Matleolm Campbell (London 1927), Lid., St. James’s Street, SW 
Carrington €? Co., Lid., Regent Street, Wa. 
A. Chambers ¢> Co., Litd., Grantham 
A. Charles, Lid., Morde n : 
Civil Service Supply - Association, Lid., eae W.C.2 
Edith Clarke, Lid., Regent Street, W. ; 
1. W. Curtis & Co., Lincoln 
Dolores, Coulsdon , ; 
Mdme. Kate Dow, Sheffield 
Eaden Lilley ¢> C o., Lid., C ‘ambridge 
Edmundson’ s Electricity W "orks, Ryde 
Edwin Evans ¢» Sons, Morden 
Forest Gate Hotel, Forest Gate, E. 
The Green Man Hotel, Catford, S.E. 
David Greig, Lid., Margate . 
David Greig, Lid., Reading 
The Greyhound Hotel, Croydon : 
Harrods, Lid., Brompton Road, S.W. 
Boswell Hensman, Esq., Regent Street, W’.1 
Keighley € or poration, Keighley 
“* King’s Head,” Clapham, S.W. 
** Lafayette,’ * Derby ‘ 
Lamwsons, Lid., EN W 6 
Lwis’s, I Jtd., Manchester 
lL ackhart Bros. Lid., Leeds 
Lyons & Lid. ‘Kensington, W’. 
WW". Mallinson 1 om Son, Hackney Road, E.2 
Marmet Carriage W ‘orks, Glasgow 
Marshalls, Lid., Harrogate . ; ; 
Dr. W’. Harrison Martindale, New Cavendish Street, V".1 
Mercers’ Co., Mercers’ Hail, Ironmonger Lane, E:.C.2 
\ikado € afé, Nottingham 
The Museum, Town Hall, Braintree 
Myosotis, Lid., 7, Hanover Square, W.1 
National Provincial Bank, Ltd., Nottingham 
National Union of Seamen, — 
Ninon, Litd., Regent Street, W 1. 
Ocean ‘Marine Insurance Co., L. ‘id. Old Broad Street, F.C. 
Palace ee, . inne’ S-On- Sea 
J. Payne, Esq., Were, Herts 
Post Office, Coldshorp , 
Remington Typen riter Co., Lid., Regent Street, Ww. 
Revillon Fréres, Regent Street, W. 
Roche’s Stores, Cork . , ; 
Lionel N. de Rothschild, E 5, 18, Kensington Palace Gardens, Vi .8 
The Royal Ear Hospital, Huntley Street, Bloomsbury, W’.C.1 
The Royal Exchange, E.C. . ' ' 
Saxone Shoe Co., Lid., Brixton, Sw 
Saxone Shoe Co., Lid., Carlisle 
Saxone Shoe Co., Lid., Cork 
Saxone Shoe Co., Lid., Limerick 
Saxone Shoe Co., Litd., Manchester 
Saxone Shoe Co., Lid., Rochdale 
Saxone Shoe Co., Lid., West Hartlepool . 
Saxone Shoe Co., Lid., Woolwich, S.E. 
Sheffield Telephone Central Exchange, Sheffield 


Skewes Bros., Plymouth , 
Stagg c” Russell, Lid., Leicester Square, WC2 
Sun Insurance Office, Lid., Charing Cross, W’.C.1 
Sunnicks, Ltd., Ipswich : 
Thresher &» Gle nny, Strand, W. C.2 : 
Tollesby Dairy Co., Linthorpe, Middlesbrough . 
Thos. Wallis ¢€ Co., Lid., Holborn Circus, E.C.1 . 
Wagons Lits Co. (Sieeping ‘Car Co.), St. James’ 5 Street, S. Ww’. 
Western Union Telegraph Co., Adelaide House, E.C.4 ‘ 
Wm. Whiteley, Ltd., Queen's Road, W.2 
Whites, Lid., Camberley 
= Wickes & Sons, Poplar, B. 
Windsor House, Ropemaker Street, E.C.2 
A. B. W oodcock, Esq. , Peterborough 
Jas. Woodhouse om , Lid., Leeds . 
Jas. Woodhouse & a Lid., Oxford Street, W”. 


FREDK. SAGE & CO., LTD., 58-62, 


NAMES OF ARCHITECTS. 


Harrison (Stockdale) ¢» Sons, F. ¢ A.R.I.BA, 
B. George, A.R.1.B.A. 
Walter Wade, L.R.ILBA. 
Chas. Waymouth, F.R.I.B.A. 
Geo. Hubbard <> Sons, F. & A.R.1.B.A., M.A. 
G. Alan Fortescue, A.R.I.B.A. 
Harold Goslett, A.RILBA. 

he Henry T. anner. 

. Bond, F.RI.B_A. 

§ ¢ Cox ¢> Winslade, A.R.1.B.A. 
H. O. Ellis ¢ Clark, FF.R.1I.B.A. 
Trebearne C» Norman. 
W”. A. Paterson, Esq. 
Sprague C> Barton. 
Gibbs, Flockton ¢» Gibbs, FF. ¢» A.R.I.B.A. 
Geo. B. Banyard, L.S.A. 

V. Aldridge, F.I.A.A. 
Edwin Evans ¢» Sons. 
IV. F. Foster, F.R.ILB.A., F.S.I. 
Grace C» Farmer, F. ¢> L.R.I.B.A. 
P. Woollatt Home, F.S.1. 
P. Woollatt Home, F.S.I. 
Hugh Macintosh, F.R.1.B.A. 
Louis de Blane, L.R.I.B.A. 
Trehearne <> Norman. 
E. G. Felgate, A.R.I.B.A. 
Chas. W. Calcott, A.R.I.B.A. 
Arthur Eaton ¢ Son, F.R.1.BA. 
Montague Evans, F.S.I. 
J. W. Beaumont <> Sons, FF.R.ILBA. 
T. Butler Wilson, F.R.I.B.A. 

Architect’s Dept., Lyons oe Co., Lid. 

Arnold Mitchell, F.RI.BA 
C sardner C> Glen. 
T. E. Marshall, F.R.I.B.A. 
Reginald W’. Lone, A.R.I.B.A. 
Dendy Watney, Esq. 
J. Armitage, Esq. 

Vincent Harris, F.RILBA. 

Reginald W. Lone, A.R.I.B.A. 
Bromley & Watkins, FF.R.1.BA. 
Burnett <> Sons. 
Trehearne C» Norman. 
Cuthbert, Lake ¢> Sutton. 
Frank Matcham > Co. 
G. Alan Fortescue, A.R.I.BA. 
W. H. Adams, A.R.1.B.A. 
Trehearne <> Norman. 
Septimus C. Warwick, F.R.1.BA. 
Chillingworth ¢» Levie, FF.RI.B.A. 

V. Romaine-Walker <> Jenkins, F.C A.R.I.BA. 
Wimpeoris, Simpson & Guthrie, FF.RA.BA. 
Dendy Watney, Esq. 
J. Reeve Young, A.R.I.BA. 
W’. Dootson, Esq. 
W. Dootson, Esq. 
W’. Dootson, Esq. 
W’. Dootson, Esq. 
W’. Dootson, Esq. 

WW’. Dootson, Esq. 
W’. Dootson, Esq. 
H. T. Rees, Esq., Architect to H.M. Office of W orks, 

Westminster, S.W 1 

A. V. Rooke, Esq. 
H. O. Ellis <> Clark, FF.R.ILB.A. 
Hayward ¢ Maynard. 
H. R. Hooper, A.R.I.B.A. 
Reginald W’. Lew, A.R.I.B.A. 
Kitching & Archibald, F. ¢ L.R.I.B.A. 

Yetts, Sturdy C Usher, FF.R.I.B.A. 
Mons. F. Descelliers, Paris. 
Sir John Burnett ¢ Partners. 

W. Curtis Green, A.R.A., F.R.1.B.A. 
Harold Cox, F.R.I.B.A. 
A. Goodson Box, A.R.I.B.A. 
Hallett, Fox ¢ White. 
A. H.& A. J. Wilson, A.R.1.B.A. 
Brambam < Gale. 


Lewis Solomon <> Son, F.F.R.I.B.A. 


GRAY’S INN ROAD, LONDON, W.C.1 
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THE BUILDER. 


LEGAL QUESTIONS WE HAVE BEEN ASKED~—III 


By W. T. CRESWELL, Barrister-at-Law, L.R.I.B.A., Associate (late Fellow) Surveyors’ 
Institution, etc 


WHAT IS THE POSITION OF THE ARCHI- 
TECT IN A BUILDING CONTRACT? 


Tue architect is the recognised agent of 
the employer, and his position in relation 
to a building contract is mainly, if not alto- 
gether, governed by the law of agency. 

If any person in the réle of employer in- 
structs an architect to act in his behalf in 
a professional capacity, he in effect authorises 
the architect to answer for and to represent 
him as his agent; but the employer at the 
same time is as ‘‘ principal ’’ answerable 
to others for all the architect does within 
the scope of the authority thus delegated. 
Such authority may be express or implied; 
and, in the case of an architect, the autho- 
rity, more often than not, is implied, in that 
in giving him instructions the employer takes 
for granted that the ordinary customs of his 
profession will be followed. 

The lega! status of an 
that of ‘“‘general’’ agent for 
ployer; a contract of agency being set 
up between them immediately the archi 
tect negotiates with others thereon. In all 
instances, whether the architect's certificate 
of completion is to be final or open to re 
view, he should count himself as a ‘‘ general ”’ 
agent whose function is to perform and obey 
the lawful instructions of his employer, and 
to realise that he has a duty towards both 
parties. Further, that in case of dispute 
between the employer and contractor his inter- 
vention is that of a quasi arbitrator, not 
solely that of agent to the employer. 

The relation of agency referred to exists 
by reason of the express or implied assent 
thereto of both the employer and the archi- 
tect. The assent of the employer is implied, 
by his engaging the services of one who, 
according to the ordinary usages of mankind, 
occupies a position in which he is understood 
to have the employer's authority to act on 
his behalf. The assent of the architect is 
implied immediately he acts, or assumes to 
act, on behalf of the employer. Having 
once so acted, or assumed to act, he cannot 
deny that the agency existed, or that he 
acted or assumed to act on his employer's 


behalf 
Scope of Architect’s Authority. 


The functions of an architect as a general 
agent are fairly well known; but his autho- 
rity may be limited or extended by specific 
covenants or clauses in an individual con- 
tract; and these limitations or extensions 
can only be established by reference to the 
text of the contract. In Betts r. Pickford 


architect is 
the em- 


(1906) 75 L.J., Ch 483, Kekewich, J., said 
‘I apprehend his authority is strictly 
limited by the nature of his employment; 


that is to say, as defined by any letters or 
agreement constituting his employment.”’ 

Of course, an employer may subsequently 
ratify as having been done on his behalf acts 
of the architect which are without the scope 
of his authority. But even then the employer 
may refuse liability and throw the onus on 
the architect if he was not informed of the 
additional cost, if anv, to be incurred before 
the variation for extra is begun. 

The most perfect type of agency is where 
the agent acts and contracts in the name of 
his principal; in which case it is the principal 
alone who is responsible to third persons, and 
is entitled to sue them in respect to the acts 
of his agent 

Primarily, as a general agent, an architect 
is agent to his employer in respect of the 
geo ae of drawings, obtaining tenders 
or, and superintending to conclusion, all 
building works entrusted to him by his em- 
ployer. A mere designer or draughtsman is 
not an agent but an employee. 

The relationship of agency does not impose 
upon an architect any obligation to do a 
wrongful act at the wish of his employer ; nor 
does it discharge him from any liability there- 
for. He has no implied authority to enter 


into a contract with the contractor for the 
works proposed, even though a tender re- 
ceived from the latter is within the approxi- 
mate estimate or price approved by the em- 
ployer. Nor may he contract himself, per- 
sonally, or he will pledge his own credit, and 
maybe that of his employer also. 

When obtaining tenders, or, indeed, at any 
time, an architect is not entitled in his rdéle 
of agent to warrant to the contractor that 
the drawings, etc., are correct, or that the 
work contemplated can be in fact carried 
out in accordance with them; nor must he 
enter into any secret arrangements with the 
contractor to cut down the cost. Also when 
errors and omissions have appeared in the 
documents, which as agent he sent out on the 
employer’s behalf, he has no authority to 
rectify those omissions, even if they are 
necessary for the completion of the work 
by ordering them as “ extras”’ under any 
power he has in the contract to order bona-fide 
extras.”” Or, again, if the drawings he has 
furnished are impracticable, he cannot order 


‘< 


*‘ extra ’’ additional work to overcome the 
difficulty. 
No Authority to Alter, Vary or Waive a 


Contract. 


As an agent, an architect has no general 
authority to alter, vary or waive any part 
of the contract between his employer and 
the contractor, unless he is authorised to do 
so. Not even to the extent of permitting 
the substitution of other labour and mate- 
rials for those specified in the contract, even 
if the labour and materials substituted are 
an improvement on those provided in_ the 
contract. In Sharpe v. The San Paulo Rail- 
way Co. (1873), 8 Ch., App. 597, the plaintiff 
was constructing a railway for the defendants, 
and their contract provided that the engi- 
neer’s certificate should be in writing. It 
was held, that the plaintiffs could not main- 
tain a claim against the defendants merely 
on oral promises given by the engineer. Lord 
Romilly, M.R., said: ‘‘ It was quite clear 
that the engineer had no power to vary the 
contract; he had power to give directions 
: . within the limits of the contract, and 
if the contractors thought that things were 
not within the contract, they were not bound 
to do them.”’ 

If an architect is authorised to vary 
the contract, such variations as are or- 
dered by him must come within the terms 
of the contract and must be ordered in writing 
if the contract so provides. He cannot, how- 
ever, for any reason at his own discretion 
vary the whole scheme of the contract; any 
variation ordered by him under the powers 
given him bv the contract must be for 
work obviously resulting in an improvement 
on work originally contemplated. 


Employing a Quantity Surveyor. 

As agent of the employer the architect has 
no general authority to employ a quantity 
surveyor at the cost of the employer, though 
this act has been recognised on more than 
one occasion by the Court as sanctioned by 
custom. It is not safe to rely on custom, 
however; he should obtain the express in 
structions of his employer. 


Dismissing the Contractor. 

Unless he has the power expressly assigned 
to him by the employer, an architect has no 
authority to dismiss the contractor or ter- 
minate the contract. 


Certifying. 

An architect exceeding his authority as 
general agent may render himself liable for 
breach of warranty of authority. If his 
act is wilful or fraudulent then he is liable 
for deceit. Over-certifying for payment on 
account, or error in settling the amount to 
be certified, is negligence. Failing to certify 
the full amount to which the contractor 
is entitled under the terms of the contract 
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may, in certain circumstances, be regaided as 
fraud. 

There are those, however, who honestly be. 
lieve that an architect stands towards his 
employer in quite a different relation from 
that of an ordinary agent in any commercial 


transaction. The reason for this belief jg 
elusive and intriguing. They admit, of 
course, that the final certificate, and ad just- 
ment of accounts, must be a matter of 
actuarial exactness; yet, in practice, regard 
a progress or interim certiiicate as merely an 
approximate valuation; as something for the 
contractor to carry on with, until the fina) 
adjustment. In fact, it might almost be said 
that they claim an architect is a privileged 
agent holding a sort of financial ‘Indulgence’ 
from the employer, which ‘‘ Indulgence” js 
called in before the adjustment of accounts 
when he becomes a quasi arbitrator jf his 
certificate is to be final, and rot liable for 
negligence. 

n the recent case of Wisbech R.D.C. ». 
Ward, Sankey, J., in the Court of first in 


stance, decided that an architect, some of 
whose interim certificates had resulted in 
his employers having paid both the con- 


tractor and the Disposals Board for the same 
material, was, as the agent: of the employers, 
liable for negligence. On appeal, however, 
this decision was reversed. In this instance 
it must be clearly understood the contract 
held a clause which sought definitely to 
lessen the usual effect of the architect's pro 
gress or interim certificates. The Court of 
Appeal decided, on the facts, that the archi- 
tect had not been negligent; differing from 
Sankey, J., merely in the view they took 
of those facts. The question of liability for 
negligence did not therefore arise, and it is 
regretted by many that a decision was not 
given as to the liability of an architect in 
issuing progress or interim certificates, and, 
further, that the decision of Sankey, J., as 
to that liability was not reversed so as to 
make an architect’s position in issuing a 
progress or interim certificate the same as 
that in issuing a final certificate; in respect 
of which, he is no doubt not liable for negli- 
gence. 

The new Form of Contract, recentlv settled, 
endeavours to fall into line with the deci- 
sions in Case Law, and seeks to determine 
the position of the architect. It gives him 
“complete control’ of the work, and gives 
finality to all his decisions; and when those 
decisions are given on request of the parties 
to the contract, they are binding; though. 
disputed, they are subject to the determina 
tion of an independent arbitrator. 


o.. ee 


THE MAKERS OF ENGLAND. 


Sr Banister Frercuer, F.S.A., F.R.1B.A., 
recently commenced the second term 
of University Extension Lectures 
Medieval Architecture at the Central 
School of Arts and Crafts, Southampton-row, 
W.C.1, by a discourse on the earliest, o 
pre-mediewval architecture of England, deal 
ing in turn with the work of the ancient 
Britons, the Romans. and the Anglo-Saxons. 
He indicated some of the influences which 
have moulded our architecture, and showed 
how the activities and civilisations of these 
earlier periods played a great part in the con 
ditioning of Norman and Gothic architecture. 

The Roman occupation, the lecture? pointed 


out, changed the face of England. The 
Romans made roads through +t, -_ . 
yu 


Watling Street and Fosse Way; they 
walls against invasion, such as_ those of 
Hadrian and Antoninus ; founded walled cities, 
such as York and London; built therme, : 
baths ; amphitheatres, such as Caerleon ee 
Dorchester; villas with central heating, el 
lighthouses, like the Pharos at Dover. 
arrival of Christianity was evidenced later, 
not only in the conversion of kings ee 
subjects, but in the building o! Anglo-Saxo 
churches and in bishoprics. Thus ag iin a 
the Saxon period the scene was change i 
the erection of many churches, like that a 
standing at Bradford-on-Avon. Relig:ous ze 
reached a climax in Edward the Co! fessor. 
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NOTES ON CURRENT CASES 


Workmen’s Compensation and the Condition 
of the Labour Market. 

Tue Court of Appeal has recently considered 
four cases where men who had been injured 
by accident and had been engaged in light 
work were applying for compensation because 
the light work upon which they had been 
engaged was no longer available, owing to 
conditions in the labour market. 

The four cases are Lewis v. Guest, Keen 
and Nettlefold; Watkins v. the Same; Tucker 
». the Same, and Ingram v. Crawshay Bros. 
(Cvfartha), Ltd., and they are reported 1928, 
i K.B. 20. Im all four cases the County 
Court judge sitting as arbitrator had decided 
against the claims. The judgments delivered 
in the Court of Appeal are very complicateu, 
involving a reference to numerous Cases, and 
we can only endeavour to give a summary 
of the effect of the decisions. All the cases 
were very similar as to the facts: the men 
had been injured by accident and had sub- 
sequently been given light work by their 
employers, which had come to an end owing 
to industrial conditions, but none of the men 
were what we think has very unfortunately 
been termed ‘odd lots,’’ which means that 
their injured condition would be such that 
they are only competent to undertake very 
special and limited jobs and are treated 
as wholly incapacitated unless proof can be 
given of an offer of such work (see Palmer +. 
Crawshay Bros. (Weekly Notes, May 29, 
1926)), a case in which the Court of Appeal 
adopted the dictum of Lord Justice Fletcher 
Moulton (as he then was) given in the case 
Cardiff Corporation v. Hall (1911, 1 K.B. 
1009: The Builder, June 2, 1911), as to this 
class of injured men. 

In Lewis’s case the accident had happened 
October 6, 1904, and subsequently he had 
been given light work, which terminated 
in September, 1924, when the pit was closed 
for economic reasons. In September, 1925, 
he had commenced proceedings based on per- 
manent partial incapacity, but the case had 
stood over pending a decision in the Court 
of Appeal, which it was supposed would affect 
his case. His application was heard in Octo- 
ber, 1926, and the County Court judge de- 
cided against his claim. Watkins’ case was 
much the same; he was injured in 1908, and 
after 1910 received under a registered memor- 
andum certain compensation and was given 
light work, which terminated on May 2, 
1926, owing to the general strike, and he 
was claiming a review of the weekly pay- 
ments. 

Tucker was injured in 1913; he was sub- 
sequently in the Army, but in 1924 was given 
light work, which with a break was continued 
until 1925, when he took proceedings, which 
Were dismissed, but a declaration of liability 
was made. The present proceedings were for 
a review of this decision. The facts in this 
case were characterised as obscure. Ingram 
Was injured in 1917, was given light work 
until for economic reasons the pit was closed 
in October,1924, when under an agreement he 
was paid 4s. a week compensation. He was 
claiming a review of this agreement, and in 
all the cases the County Court judge decided 
against the claims on the ground, apparently, 
roadly speaking, that no loss was shown due 
to incapacity, as the men would have been 


out ot employment in any event. 

All the cases except that of Lewis came 
withir the Workmen’s Compensation Act, 
., Lewis's case was wrongly treated by 
pe manty ( ourt judge as falling within that 
rg ra! it really fell under the previous 
her’ t00 1 oo the aoekdent happened in Octo- 
eee 1e Court of Appeal allowed the 
Ppeals in all four cases and remitted them 


0 ompensati i 
nt mpensation to be assessed on the prin- 
‘ples laid down in these judgments, and we 


will endeavour to summarise those principles. 

The points decided appear to fall under the 
following headings. In the cases where a 
review was applied for, had there been a 
change of circumstances? For if there has 
been no change of circumstances, the award 
cannot be reopened? (Pope and Pearson, Ltd., 
v. Gamble, 1923, 16 B.W.C.C. 157). If phy- 
sical disability is proved, does the interven- 
tion of another cause depriving the workman 
of wage-earning opportunity deprive him of 
the right to compensation? We have already 
stated that the men were not ‘‘ odd lots,” 
but were capable of light work without that 
limitation. 

The right to compensation is given by 
section 1 of the Act and is not cut down by 
the Schedule (Portland Colliery v. Murray, 
1923, A.C. 566; Z'he Builder, December 28, 
1923). The Schedule directs how the quan- 
tum is to be arrived at and fixes certain 
maxima, but subject to such maxima in 
the case of partial incapacity the weekly 
payment shall in no case exceed the difference 
between the average of the weekly wages 
before the accident, and what the mar is 
able to earn after the accident, ‘‘ but shall 
bear such relation to the amount of that 
difference as under the circumstances may 
appear proper ” (Schedule I., par. (3)). 


It is now established that a review can 
be demanded even if the physical condition 
of the man remains the same if further events 
have placed a different. complexion upon 
the case, which will bear upon his injured 
condition in the labour market (McAlinden 
v. James Nimmo and Co., 1920, A.C. 39; 
The Builder, March 26, 1920; Macdonald v. 
Wilsons Clyde Coal Co., 1923, A.C. 566, and 
Portland Colliery Co. v. Murray udi sup), and 
although apart from the man’s physical con- 
dition changes in the labour market cannot 
be taken into consideration either on an 
original application or a review (Cardiff Cor- 
poration v. Hall, 1911, 1 K.B. 1009; The 
Builder, June 2, 1911; Gaffney v. Chorley 
Colliery Co., 15 B.W.C.C. 158), in consider- 
ing what the difference is between pre-acci- 
dent earnings and what the man is able to 
earn after the accident and the amount to 
be awarded, a rise or fall in wages becomes 
a material element to be considered (Woodilee 
Coal ound Coke Co. v. McNeill, 1918, A.C. 43; 
The Builder, December 21, 1917) under the 
discretionary power set out above at the end 
of paragraph (3) Schedule I. As to the ex- 
pression ‘‘able to earn,’’ see Heathcote v. 
Haunchwood Collieries, 1918, A.C. 52; The 
Builder, April 5, 1918. 


The above principles having been laid down 
as established led the Court to consider the 
finding of the judge below, that no com- 
ensation was due because the men would 
lave been out of employment owing to the 
economic conditions prevailing, and here it 
was pointed out that the judge had not con- 
sidered those cases where the loss of wages 
may be due to either of two independent 
causes; that is to say, where the injury is 
one cause but another supervenes. Lord 
Justice Scrutton summarised those cases com- 
mencing with Harwood v. Wyken Colliery 
(1913, 2 K.B. 158), where a workman was 
permanently disabled by an injury to his knee 
and after being paid compensation for some 
time he was discovered also to be disabled 
by heart disease, and it was held that if the 
accident by itself would cause the loss of 
wages the intervention of this second cause 
would not deprive him of the right to compen- 
sation. 


The cases were remitted with the following 
directions :—Watkins, being partially dis- 
abled by the accident and completely pre- 
vented from earning by the consequences of 
the strike on the labour market, could not 
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obtain compensation for the total incapacity 
due to the latter cause, but was entitled to 
compensation in respect of the partial in- 
capacity, the compensation being (subject to 
the prescribed maxima) the difference be- 
tween his earning capacity as a sound man 
and his earning capacity in some suitable 
work as a disabled man only capable of any 
kind of light work, for he was not an odd 
lot. But if i1t should be found that, at the 
period at which the Court was asked to 
review, but for the strike and its effects he 
was capable of earning in spite of his injury 
more. ion his pre-accident wages then from 
the decision in Bromley and Drew v. Stave- 
iey Iron and Sicel Co (udi sup) he wouid be 
disentitled to the conipensation to which he 
would otherwise be entitied. The directions 
in the cases of Tucker and Ingram were the 
same as the above. Lewis’s case fell under 
the Act of 1897. The discretionary words 
we have set out above in Schedule I., par. 
(3) are absent in Schedule 8, par. (2) of 
the former Act, yet the judge had acted 
under those discretionary words. The case 
was remitted with similar directions as above. 

Lord Justice Scrutton at the end of his 
judgment drew attention to the position of 
men who are not ‘‘odd lot’? men, because 
their physical condition was such that they 
are capable of any kind of light work and 
yet are not iikely to obtain such work, as 
all light jobs are reserved by employers for 
their own compensation cases, under the 
above decisions on this point, which are alli 
decisions. of the Court of Appeal, and sug- 
gested that it would be very useful if the 
House of Lords, which is not bound by these 
decisions, could throw any light on the 
matter. He also referred to the practice 
when a strike occurs of the light-job men 
not sending in notices but waiting for a 
time and then demanding work which they 
knew could not be forthcoming and claim- 
ing compensation for fotal incapacity. As 
regards the first point, there is now a new 
provision in the Act of 1924, section 9, sub- 
section (4), which may or may not meet the 
case of that class of man, but it is by no 
means satisfactorily worded. It is “If a 
workman who has so far recovered frum the 
injury as to be fit for employment of a 
certain kind proves to the satisfaction of the 
judge of the County Court that he has taken 
all reasonable steps to obtain, and has failed 
to obtain such employment, and that his 
failure to obtaim such employment is a con- 
sequence wholly or mainly of the injury, the 
judge shal! order that his incapacity ‘shall, 
ior the purposes of this Act, continue to be 
treatea as total incapacity for such period 
and subject to such conditions as may be 
provided by the order, without prejudice, 
however, to the right of review conferred 
by this Act : provided every such order shall 
be made subject to the condition that it shall 
cease to be ‘n force if the workman receives 
unemployment benefit ”’ 

The very vague expression ‘‘ employment 
of a certain kind ’”’ probably was intended to 
include only the men now known as “‘ odd 
men ’’ and not men found fit for any kind 
of light work, or it may be construed to 
include the latter class, and a decision of 
the Court of Appeal will be of interest on 
this subsection. — 


As regards the second point, the decision 
in the cases we have been considering seems 
to make it clear that the light-job men in 
the circumstances indicated could certainly 
only claim compensation for partial in- 
capacity, but a point not raised in the above 
cases (as it was not argued that any of the 
men were implicated directly in any strike) 
appears to remain uncertain, and that is what 
degree of connection with a strike will de- 
prive a man who has been injured and is em- 
ploye:l by the same employers on light work 
of his right te compensation as a partially 
incapacitated man. 
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ARCHITECTS’ & BUILDERS’ 
INQUIRY BUREAU 


We are glad to give questions and answers, but cannot 
accept responsibility for contributed replies, especially on 
legal matters, 


May we appeai to our correspondents to submit their 
queries on paper of a size easily filed, and written as 
legibly as possible, or, better still, in typewriting—Ep, 


Standard Sizes of Bricks. 


Sir,—The fashion of making 2in. bricks 
for facings appears to be on the increase, 
and there is no doubt that the texture of 
this depth of brick is far happier than the 
thicker brick. Unfortunately the bricklayer 
uses more or less the same effort to raise the 
work 2in. which he would use to raise it 
3in, with a standard brick. Is there’ any 
reason why the 2in. facings should not be 
made an additional length so as to make up 
a similar bulk for the bricklayer to lay in 
one process? If this were possible I feel 
sure there would be a tendency towards the 
wider use of the 2in. brick, and probably in 
time the ordinary common brick would follow 
in the same size and so greatly simplify the 
Londing-in of facings and backing. 

Bricks. 


Artificial Marbles. 


Sirn,—I would like to get in touch with 
firms manufacturing artificial marbles at a 
low price in comparison with the real thing. 
The type of marble must not be simply a 
surface treatment liable to damage, and must 
be capable of being worked down and re- 
polished if necessary. Economy. 


Damp Stains on Inside Wall. 

Srr,—I shall be grateful if anyone can 
suggest a remedy for damp stains on an 
inside wall. They extend in blotches on a 
surface about a yard wide down the three 
top floors of the house. The kitchen chim- 
ney is immediately behind this wall; it is not 
nsed, as a gas cooker and gas circulator were 
installed four years ago, but the vent flues 
of both these open into the chimney. The 
stack has been recently cemented and 
there is no fault in the roof. It has been 
suggested that the stains result from combus- 
tion of the gas fumes. Is this possible? 

G. B. P. 


Cleaning White Marble Hearths. 

[Reety tro J. & Co., Janvary 13.! 
Sirn,—If querists do not wish to place the 
work in the hands of an expert marble mason 
they cannot do better than try an application 
of a thin paste of fullers earth and water 
with 25 per cent. of liquid ammonia added, 
or a mixture of chloride of lime. Cover the 
whole of the work to be cleaned with these 
mixtures and allow same to remain for at 
least twenty-four hours. Then wash off 
with clean water. If all the stains are not 
removed, the process should be repeated. 
These mixtures will not injure the marble. 

FRANK Jay. 


Measuring Openings. 

[Rerty ro Mr. J. M. Fire, Janvary 20.) 

Sir.—With reference to a method of measur- 
ing for painting sashes, ete., I was told 
some time ago that it was the practice in 
Yorkshire, and I believe in other districts 
of the north, in measuring walling to give a 
number—‘‘ Extra for forming openings.”’ 
This does not, of course, bear on the method 
of measuring painting, but raises an interest- 
ing departure from southern practice. Can 
any of your readers say as to whether this 
is correct? ABSTRACT. 


Door Construction. 


Sir,—What are the relative advantages 
and disadvantages of the ordinary tenoned 
door and the imported dowelled door? Is 
there any danger of the latter shrinking at 
the shoulders and actually showing daylight 
through ? 
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SOCIETIES AND INSTITUTIONS 


R.1.B.A, 
The Final Examination. 

The Final Examination qualifying for can- 
didature as Associate R.I.B.A. was held in 
London and Edinburgh from December 7 to 
15, 1927. Of the 48 candidates examined 
(four of whom took Part 1 only and one 
Part 2 only), 23 passed (three in Part 1 only 
and one in Part 2 only), and 25 were rele- 
gated. The successful candidates are as 
follows :— 

Helen M. Benham. 
H. J. Brown. 
John Byers. 


Ralph Hobday. 
John Jeffrey. 
Stewart Lloyd- 


*E. W. Chapman. Thomson. 
Jacob Cohen. +W. B. Mowbray. 
Cecil Dain. E. A. Paterson. 
:D. T. Edwards. R. A. Phillips. 

N. R. England. G. W. Robertson. 
K. E. F. Gardiner. A. J. Saise. 

Eric Garthside. B. C. Sherren. 


G. C. P. Gough. +Reginald Tatam. 

+B. A. Hatcher. W. G. Weir. 
*Distinction in Thesis. 
+Part 1 only. 
+Part 2 only. 
The Special Examination. 

The Special Examination qualifying for 
candidature as Associate R.I.B.A. was held 
in London from December 7 to 13, 1927. Of 
the 19 candidates examined (two of whom 
took Part 1 only and one Part 2 only) eight 
passed (one Part 1 only) and 11 were rele- 
gated. The successful candidates are us 
follows :— 

W. C. Childs. 

A. L. Farman. 
tA. J. W. Garrett. 
John MacGeagh. 


R. G. Morgan. 

E. 8S. Stackhouse. 
Fredk. Waterman. 
C. 8S. O. Watson. 


The Examination in Professional Practice for 
Students of Schools of Architecture recog- 
nised for exemption from the R.I.B.A. 
Final Examination. 

The Examination was held in London and 
Edinburgh on December 13 and 15, 1927. Of 
the 55 candidates examined, 30 passed and 
five were relegated. The successful candi- 
dates are as follows :— 
F. B. Armstrong. 

E. H. Beale. 

W. R. Brinton. 

H. A. H. Bull. 
Frank Chippindale. 

D. L. Crawford. 


Alexander Lipp. 
§R. W. Maitland. 
Raymond McGrath. 
D. G. Mirams. 
Mary F. Rigg. 
Mary F-. Scott. 


C. R. Crickmay. §G. D. Smart. 

§R. F. R. Day. L. G. Stokes. 

M. A. de Quincey. W. V. Trubshawe. 
H. M. R. Drury. L. C. F. Varcoe. 
E. M. K. Ellerton. R. M. Walker. 
M. F. R. Ellis. S. T. Walker. 
§lan Forbes. B. R. Ward. 

J. V. Hamilton. §R. T. Westendarp. 


Henry Kendall. Mary L. Wilkinson. 
§These candidates have not yet completed 
school course. 


Special Examination in Design for former 
Members of the Society of Architects. 
The Special Examination in Design for 

former Members of the Society of Architects 

to qualify for the Associateship R.I.B.A. was 

held in London from December 7 to 12. 0 

the three candidates examined, one passed 

and two were relegated. The successful can- 
didate is W. J. Buchan. 





Various. 

University College, Hull.—Mr. John Bilson 
was appointed to represent the R.I.B.A. on 
the Court of Governors of University Col- 
lege, Hull. 

Architects’ Benevoient Society.—The usual 
annual grant of £100 was made to the Archi- 
tects’ Benevolent Society for the year 1927. 

Presentation to the R.I.B.A.—The Council 
passed a cordial vote of thanks to Mr. Percy 
B. Tubbs for his kindness in presenting an 








oil painting (“‘ Interior of Cathedral ”’) to 
be hung at 28, Bedford-square. 

Studentship.—The following were elected 
as Students of the R.1.B.A. :— 

Bower, 8S. E. D. (Architectural Associa. 
tion). 

Bradbury, Ronald 
chester). 

Bulfivant, L. F. (Special Exemption). 

Carr, David (Edinburgh College of Art). 

Cooke, Anne Joyce (Architectural Associa- 
tion), 

Coulter, H. G. (University of London). 

Cowin, J. N. (University of Liverpool), 

Crabtree, William (University of Liver. 


(University of Man. 


9001). 
, Dicker, Alma Josephine (Architectural As- 
sociation). 

Folkes, J. H. (Birmingham School of 
Architecture). 


Hawson, Hugh (Edinburgh College of Art). 

Johnson, Allan (Leeds College of Art), 

Lightfoot, B. St. Clair (University of 
Liverpool). 

Murray, Eric (University of Liverpool). 

Noble, G. P. (Architectural Association). 

Peskett, H. M. (Architectural Association), 

Plant, W. G. (University of Liverpcol). 

Playne, Edward (Architectural Associa- 
tion). 

Redwood, R. S. (Royal West of England 
Academy, Bristol). 

Richards, J. M. 
tion). 

Robbie, H. P. (Glasgow School of Archi- 
tecture). 

Segar-Owen, G. J. S. (University of Liver- 
pool). 

Townend, C. M. (Special Exemption). 

Walker, R. M. (Architectural Association). 

Winter, Kathleen (Architectural Associa- 
tion). 

Wright, Lawrence (University of Liver- 


(Architectural Associa- 


pool). 
Yorke, F. BR. S. (Birmingham School of 
Architecture). 


Under the provisions of the South African 
Architects’ and Quantity Surveyors’ Act of 
1927, the Minister for the Interior has ap- 
pointed an inaugural board of seven mem- 
bers, of whom three — Mr. D. M. Burton, 
F.R.I.B.A., Mr. J. S. Cleland, F.R.1.B.A., 
and Mr. R. Howden, F.R.I.B.A.—are mem- 
bers of the Royal Institute. Mr. Robert 
Howden has been elected vice-chairman of 
the board. 





BRISTOL SOCIETY OF ARCHITECTS. 

A lecture was given by Mr. F. R. Yerburv. 
Hon.A.R.L.B.A., at the third meeting of the 
session of the Bristol Society of Architects, 
which was held recently at the Royal West 
of England Academy. Mr. G. ©. Laurence, 
R.W.A., F.R.I.B.A. (vice-president of the 
Wessex Society of Architecture), presiding 
the unavoidable absence of the president, Mr. 
F. W. Dening, R.W.A., F.R.LB.A. 

Great use was being made of new archi- 
tectural designs in Europe at present, said 
the lecturer, and although they brought up 
all sorts of problems and possibly might not 
please everybody, they might possibly afford 
food for inspiration in some of the designs. 
The needs of the people became apparent 
after the war, and architects had been called 
in to produce houses en masse. There had 
been a great awakening in the various cities 
towards the responsibility of bettering the 
lot of the working classes. 

There were then exhibited about 
hundred slides showing houses which had 
been erected by the Stuttgart Exhibition. 

A vote of thanks was proposed to the lec- 
turer by Mr. J. E. Barton (headmaster of 
Bristol Grammar School) and seconded by 
Mr. R. Edwards, A.R.I.B.A. (hon. treasurer 
of the Bristol Society of Architects). 
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THE BUILDING TRADE 


EVERYDAY SCIENCE FOR ARCHITECTS 
AND BUILDERS—III 


M. Gites, B.Sc., A.I.Struct.E., A.M.I.E.E., Author of ‘‘ Mechanics in Daily 


Graphical Statics, 


limb of the U-tube, as shown at A. Next, 
gradually lower the other end of the rubber 


By A - a 7 P 
Life,’ ete., Lecturer in Building Science, Structural Mechanics, 
etc., at the Northern Polytechnic School of Architecture and Building. 
DIAGRAMS AND ILLUSTRATIONS By M. R. DuMvILLe. 
Hydraulics. 
Cominc under this heading is information 


Jealing with water-pressure, head of water, 
flow of water, the hydraulic ram, and the 
hydraulic testing machine. 

“Many people engaged in plumbing say that 
the pressure of water increases about a halt- 
pound per square inch for every foot increase 
of “ head.”’ Let us first endeavour to make 
clear what this means. 

We have learned in the previous sections 
that a cubic foot of water weighs 62.5 lb., 
therefore, if we have a cubic foot of water 
contained in a tank or cistern, the whole of 
the weight of this water is resting on the 
hottom of the tank. Now, suppose the area 
of the bottom of the tank is 1 sq. ft., then 
we have 625 lb. of water resting on 
144 sq. in., and therefore the weight or pres- 
sure on 1 sq. in. will be 62.5 Ib. divided hy 
144, which is 0.434 Ib. 

Since the area of horizontal cross-section of 
the tank is 1 sq. ft., and the volume of water 
in the tank is 1 cu. ft., therefore the depth 
of the water is 1 ft., and therefore, when we 
have a depth of 1 ft. of water, the pressure 
on 1 sq. in. is 0.434 lb. ‘This is very nearly 
the half-pound of which plumbers speak. 

(Note.—When air-pressure is discussed later 
on, it will be seen that the pressure due to 
water on each sq. in. is increased by about 
15 Ib.) 

Experiment. 

1. To show that the pressure at a point in 
a liquid depends upon the depth of the point 
below the surface, or upon the height of water 
above the point. 

2. To show that the pressure at a point is 
the same in all directions, and not, as it is 
very often supposed to be, simply downwards. 
In Fig. 9, B is a piece of glass tubing bent 
to the shape of a U. It 1s often called a 
U-tube. It contains a small quantity of 
coloured water, which stands at the same 
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height i both limbs of the tube. Any other 
mae would do just as well; in fact, mercury 
a — r, as it is often called) is often 
: ~ Be se it is easily seen and does not 
te . iss. Another reason for using mer- 


“? cause cf its high specific gravity. 
rahe, 13.6 times heavier than water, and con- 
“equently renders the manometer less un- 


Wie > wl . 

a ween measuring high water-pressures. 
ha tall glass cylinder contains water. 
=: n - y iairly deep vessel would do equally 


* @ piece of rubber tubing to one 


tubing, to which is attached a small funnel, 
into the water in the tall cylinder, at the 
same time noticing the liquid in the U-tube. 
It will be seen that. as the funnel goes down 
into the water, the liquid in the right-hand 
side of the U-tube rises and gets higher and 
higher than that in the left-hand side. 

The only thing that can cause the liquid to 
rise on one side of the U-tube and to fall on 





. FIG.10. 











the other is that there must be a greater 
pressure on the one side. This pressure must 
come from the water at the mouth of the 
funnel, and it gets greater as the funnel goes 
deeper. Suppose it remained steady at the 
point C, then, by finding the difference in level 
between the surfaces of the liquid in the two 
sides of the U-tube, we can calculate what 
the actual pressure is at the point C. 

(Note.—If the liquid we use in the U-tube 
be coloured water, tien the difference in 
levels shown in the U-tube should be the 
same as the depth of the point C below the 
water surface in the cylinder.) 

From our illustration we can see that the 
pressure at C is vertically upwards, i.e., up 
the mouth of the tubing. In order to show 
that the pressure at the point is the same 
downwards and sideways, it is only necessary 
to turn the mouth of the funnel upwards or 
sideways, as required, 


Experiment. 

Another experiment to show that the pres- 
sure at a point increases with the depth, alse 
that it is sideways, will explain itself if the 
illustration Fig. 10 is studied. 


eressure at a Point due to Head of Water. 


* The pressure, then, at any point in a quan- 
tity of water depends upon the vertical depth 
of the point below the free surface, or upon 
the vertical height of the water above the 
point, whichever way one looks at it. This 
vertical depth or vertical height is known as 
the ‘‘ head of water.” 

The ‘‘ head of water,’’ then, decides the 
pressure at any point, ¢.g., if the water in 
the cistern is 30 ft. higher than the tap in 
the scullery, the pressure at the tap is due 
to a 30-ft. head of water, and at the be- 
ginning of this article we learned that for 
each foot there was a pressure of 0.434 Ib. 
per sq. in.; therefore, the pressure due to 
the 30-ft. ‘‘ head ”’ is 30 times 0.434 Ib., i.., 
13.02 Ib. per sq. in. 





So far, we have only spoken of the pressure 
at a point in water, but, by similar argu- 
ments, we may say that the pressure at a point 
in any other liquid depends upon the “ head 
of liquid.” Since, however, other liquids have 
not the same density as water, then the pres- 
sure due to the “‘ head of liquid ”’ will not 
be the same as that for water. Suppose the 
liquid has a specific gravity 2, then the pres- 
sure per foot head of liquid will be 
0.434 x 2 lb. = 0.868 lb. per sq. in. If its 
specific gravity were 13.6, which is that. of 
mercury, then the pressure per foot head of 
mercury would be 0.434 x 13.6 lb. = 5.9 Ib. 
per sq. in. 

Therefore, the pressure at a point in a 
liquid depends upon (a) the ‘head of 
liquid,’’ (b) the specific gravity of the liquid. 


Experiment. 


Suppose a water tap is connected to the 
*“main,’’ and you wish to measure the water- 
pressure at the tap. Take the U-tube, shown 
in Fig. 9, use mercury instead of coloured 
water, and connect one limb of the U-tube 
to the tap by a piece of thick-walled rubber 
tubing. Open the tap slowly and carefully, 
when you will at once find out whether it 1s 
necessary or not to use a U-tube with very 
much longer limbs, and also a much larger 
quantity of mercury. 

Suppose, after opening the tap fully, the 
difference in levels in the two limbs of the 
U-tube is 5 ft. 6 in. of mercury. 

Then— 

1. The pressure in lbs. per sq. in. at the 
tap, since 1 ft. of mercury gives 5.9 lb. per 
sq. in., will be 5.5 ft. x 5.9 Ib. = 32.5 Ub. 
per sq. in. 

2. The head of water above the tap, i.c., 
the vertical height of the water in the reser- 
voir above your tap, will be equal to 5 ft. 6 in. 
of mercury, and since the specific gravity of 
mercury is 13.6, therefore the head of water 
will be 13.6 times the head of mercury. 

5.5 x 13.6 = 74.8 ft. 
= say 75 ft. 

A head of mercury of 5 ft. 6 in. is some- 
what awkward to handle; we therefore use 
for pressures of this size a slightly different 
manometer, or, as we shall call it, ‘‘ pressure- 
gauge.”” This is a U-tube with one limb 
closed, and it depends upon the relation be- 
tween the pressure and volume of a fixed 
quantity of air. We will therefore leave the 
description of it until after we have done gas 
pressure. 

Now, we are told that draw-off taps, ball- 
taps, and stop-taps, etc., should be of suffi- 
ciently good quality, and of sufficient strength 
to stand a pressure of 300 lb. per sq. in. 
Of course, we may say that this should apply 
also to the pipes to which the taps are fixed 
It looks a pretty high figure when we have 
just seen that a head of water of 75 ft. only 
exerts about one-tenth of that amount, viz. : 
32.5 Ib. per sq. in. 

It may now be mentioned that there are 
other things that will produce pressure on the 
pipes and on the taps in addition to that due 
simply to the ‘‘ head of water.”’ For ex- 
ample, turning off the tap, or shutting off 
the flow of water quickly, will produce a 
tremendous instantaneous extra pressure be- 
yond that due just to the head of water. 
Also, there is the pulsing of the water known 
as ‘‘ water hammer,”’ which will produce a 
series of very rapid alterations of pressure. 

It is always well, therefore, to have a suffi- 
ciently large ‘‘ factor of safety.”’ 


'Bis 


Pressure in Boilers. 


There is another phase of water-pressure 
that is sometimes overlooked. The tempera- 
ture at which water boils depends upon the 
pressure on its surface, e.g., the pressure of 
the atmosphere is about 14.7 lb. per sq. in., 
and when this is the only pressure on the 
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surface of water it boils at a temperature of 
212 degs. F. If now by some means the 
pressure on the surface of the water is in- 
creased by 10 lb. per sq. in., the boiling point 
is 240 degs. F.; if by 20 lb., then the boiling 
point becomes 260 degs. F. 

Such extra pressures as these may easily he 
obtained by the head of water of the cistern 
above the boiler. We may repeat here that 
1 lb. per sq. im. pressure is caused by a 
*head’’ of 2 ft. 4 in.; therefore, 7-ft. 
“* head.”” gives a pressure of 9 Ib. per sq. im. 
In this latter case we see that this extra 
pressure will cause the boiling point of the 
water to rise to almost 240 degs. F. It cer 
tainly, therefore, becomes very necessary that 
correct. precautions should be taken. 

Consequently we hear of such things as 
safety-valves, and expansion pipes. Should 
the safety-valve he out of order, as it very 
often is, or the expansion pipe become stopped 
up at its upper end, an event which may 
easily happen in the winter time, then the 
pressure inside the boiler will be very quickly 
increased until it is sufficient to burst it. 


Flow of Water. 

Very often one is asked to say what quan 
tity of water in gallons per minute will flow 
from a cistern under a constant ‘head.’ 
There are many refinements in the calculation 
of the flow of water in pipes, such as the 
velocity being greater at the centre of the 
pipe than it is next to the pipe itself, owing 
to friction, just as the water in the middle of 
a river flows quicker than it does near the 
banks. 

For a good approximation of the quantity 
of water that flows from a cistern, we may 
calculate as follows :—First find the velocity 
of outflow, then multiply this by the area of 
cross-section of the pipe, and we shall get the 
number of cubic feet of water per minute that 
has flowed from the cistern. 

To find the velocity, we have to make use 
of the acceleration (i.¢.. the increase in 
velocity per second) of a body falling unde 
the action of gravity. This is denoted by 
“*g,”” and we may take its value as 32 ft. 
per second each second. Then the velocity of 
flow from a cistern under a head of “‘h ” feet 
may he determined from the formula : 

V af 2gh = 4/2x32xh=8 VAL 
where V = velocity in feet per second 
and A = head of water in feet. 
Example-— 

Find the quantity of water in gallons per 
minute which will flow from a cistern under 
a constant ‘“‘ head ”’ of 25 ft. from a 1-in. pipe. 
V 84 ‘h=8 y/ 25 8x5=40 f¢. per second, 
The area of cross-section of a 1-in. pipe is 

(mr v2). 
= 24 x 24 x T ro “ 
and volume of discharge = velocity x area. 


sq. ft. 


40x st} cu. ft. per sec. 
40x «44a x60 cu ft. per min. 


40x » ita x 60 x 64 galls. per min. 

81.8, say 82 galls. per min. 

Suppose we take friction into account, and 
hecause of that the amount is diminished by 
15 per cent., then 

volume of discharge 


694 galls. per min. 


New Exhibition Halls, Manchester. 


A site for two exhibition halls in Man 
chester that together will have a total area 
greater than Olympia, London, and will cost 
£750,000, has been bought by a syndicate of 
London and Manchester business men, says 
the Manchester Evening News. While the 
bigger of the halls will be confined to trade 
shows, the adjoining smaller hall will also 
be used for social and political purposes. To 
meet the demand for more accommodation 
for visiting business men, the scheme in- 
cludes a hotel with 300 bedrooms and a 
garage below capable of accommodating 


1,000 motor-cars. 


THE BUILDER. 


NEW BUILDINGS IN 
LONDON 


Becontree.—Sites.—The L.C.C. has sanc- 
tioned the following sites :—Barclay, Perkins 
and Co., Ltd., site at Five Elms, Wood-lane, 
for the erection of premises; Glenny’s 
Brewery, Ltd., site of the ‘‘ Church Elm’ 
beerhouse, at the corner of Church Elm-lane 
and Heathway, Dagenham, for the _ recon- 
struction and enlargement of the existing 
premises ; Barclay, Perkins and Co., Ltd., site 
in Gale-street, south of Gale-street railway 
halt, about one acre in extent, for the erec 
tion of premises; Watney, Combe, Reid and 
Co., Ltd., site in the Barking area, near 
Porters Lodge, for the erection of premises 
with a full licence; and the Improved Public- 
house Co., Ltd., site in Longbridge-road, at 
the corner of Becontree-avenue, for the erec- 
tion of premises. 

Camden Town.—Excuance. — Messrs. H. 
Lacey & Sons, of Luton, are the accepted con 
tractors for the erection of the Camden 
Town Employment Exchange for His 
Majesty’s Office of Works. 

Charing Cross.—Rerconstrruction.—The ex- 
isting booking hall of Charing Cross Under- 
ground Railway Station is to be demolished 
and a new one constructed with an area 
three times the size of the present one. This 
hall will extend practically the whole length 
of the District Railway platforms. The hole- 
in-the-wall booking hatches will be replaced 
with a passimeter system. A waiting and 
tea room, and a cloak room also will be pro- 
vided. Whilst the present arcade connecting 
Villiers-street with the Embankment will re- 
main, it will be occupied on one side by 
shops. Consideration is being given to the 
provision of a public tea room also. 

Croydon.—Derror.—A site in Selsdon-road 
has been purchased by the National Benzole 
Co., Ltd., Buckingham Gate, S.W.1, for the 
erection of a large petrol service depot. 
Dean-street.— REBUILDING.—Messrs. Allsopp 
and Co., Ltd., brewers, have decided to re 
build their ‘‘Crown and Two Chairmen ” 
public-house, at the corner of Dean-street and 
Bateman-street, W.1. The builders are 
Messrs. Courtney and Fairbairn, Ltd., 377. 
Albany-road, S.E.5. Plans have been pre 
pared by Messrs. F. J. Eedle and Mevers, 
8, Railway-approach, London Bridge, S.E. 

Downham.—Srtores.—The South Suburban 
Co-operative Societv, Ltd.. Croydon, have 
bought a site from the L.C.C. at Downham on 
the housing estate, for the erection of a 
branch stores. Plans have been prepared by 
Messrs. Bethell, Swannell and Dunsford, 16a, 
John-street, W.C.2. 

Ealing.—Hovsrs.—-The local town council 
has approved plans for the erection of 60 
houses in Long-drive and eight in Birkbeck- 
avenue for Mr. Stanley Baxter. 

East Ham.—Appitions.—The Borough En- 
gineer of the Borough Council has prepared 
plans and estimates of the proposed additions 
to the Central Baths. , 

Finsbury.—Appitions.— The L.C.C. has 
approved the proposal of the governors of 
the Central Foundation school for boys to 
purchase the leases of certain adjoining pro- 
perty in Tabernacle-street to enable them to 
provide iadditional accommodation and to 
build a new sanitary block. 

Hackney.—Post Orrices.—H.M.O.W. has 
accepted the tender of the Triangular Con- 
struction Co. for the erection of the Hackney 
Post Office and Telephone Exchange. 

Hammersmith. — Scnoor.— The London 
County Council has decided to provide a new 
central school for about 400 children to the 
south of Western-avenue on the Council’s 
Wormholt estate. The site is 2.1 acres in 
area, and rectangular in shape, and has an 
entrance on the south side from Bryony-road. 

Hendon.—Scnoot.—The Welwyn Builders, 
Ltd., have been notified that, subject to the 
approval of the Ministry, their tender for the 
erection of the Goldbeaters School for the 
Education Committee, at a cost of approxi- 
mately £44,000 has been accepted. 

Islington. — Extensions. — Plans for the 
proposed extensions to the Islington Town 
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Hall are now before the committee. The 
scheme has been prepared by Mr. E. C. P. 


Monson,’ F.R.I.B.A., Finsbury-pavenent 
House, E.C.2, and is estimated to cost 
£30,000. 

King’s Cross. — Excuance. — Messis. F. 


Hutton & Son, of Colchester, have secured 
the contract for the erection of an employ. 
ment exchange for H.M.O.W. Plans have 
been prepared by the H.M.O.W. Architect's 
Dept. 

Lewisham.— ScHoo..—Subject to the appro- 
val of the Board of Education the L.C.C. has 
approved the plans submitted by the pro- 
moters for the erection of a new Roman 
Catholic school at Beckenham Hill, Lewisham. 

Shepherd’s Bush.—Excuance.—H.M.0.W. 
has given the contract for the erection of the 
Shepherd’s Bush Employment Exchange to 
Messrs. H. Hann, of Wimbledon. 

Streatham.—Scuoo.t.—A site has been ob- 
tained by the L.C.C. near Drewstead-road for 
the erection of a new secondary school. 

Vauxhall.—ALrerations. — Messrs. Higgs 
& Hill are the builders for the extensions 
and alterations to Messrs. Brand & (Co.’s 
premises in South Lambeth-road. Messrs. 
Searle & Searle, 34, Paternoster-row, E.C., 
are the architects, and the constructional 
steelwork is being supplied by Messrs. Young 
& Co., 6, Queen Anne’s-gate, S.W. 

Victoria Station.—bBankx.—National Pro- 
vincial Bank, Ltd., 15, Bishopsgate, E.C.3, 
are to build a branch bank in Victoria Station. 
The builders are Messrs. G. E. Wallis & 
Sons, Ltd., Medway House, Old Cavendish- 
street, W.1. Plans have been prepared by 
Messrs. F. CC. R. Palmer and W. F. C 
Holden, FF.R.I.B.A. 

Vincent-square.—Hostet.—A site in Vin- 
cent-square, 8.W.1, has been selected by the 
University of London (King’s College) for 
the erection of a new hostel for theological 
students, the building to consist of four 
floors, with a chapel. The architect is Mr. 
A. C. Martin, F.R.1.B.A., 9, New-square, 
Lincoln’s Inn, W.C. 

Wardour-street.—Buitpinc.—A_ new office 
building is to be built in Wardour-street and 
Little Chapel-street, W.1, to the designs of 
Messrs. Gunton & Gunton, Empire House, St. 
Martin’s-le-Grand, E.C.2. The builders are 
Messrs. Rice & Son, Stockwell-road, 8.E.9. 

Westminster. — Orrices. —In order more 
fully to develop their property in Horseferry- 
road. 8.W., the directors of Messrs. Hovis, 
Ltd., have decided to build a large block of 
offices, with suites of residential flats on the 
upper floors. The architect is Mr. G. FE. 
Withers, F.R.I.BA., 50, Cannon-street, 
E.C.4. 

Willesden.—Hovuses.—Tende rs are 
heing invited by the Willesden Urban Dis 
trict Council for the erection of 277 houses at 
Neasden-lane, Neasden. Mr. F. Wilkinson, 
Engineer to the Council, has prepared the 
plans. 

Wilton-road. 


now 


Suops.—A block of one-story 
shops 1s being brilt in Victoria Station ee 
court, facing Wilton-road, S.W.1, for the 

r 


Southern Railway, to the plans of their arc: 


tect, Mr. J. R. Scott. The builders are 

Messrs. A. & F. J. Leather, 17, Victoria 

street, S.W.1. 
Wimbledon.—Extenstons.—The Wimble 


~ . . - nission 

don Borough Council has received permiss ‘ 
from the Minister of Health to ! sin 
. : — time 

£25,000 for extensions to the baths in Latime 


road, §.W. The Borough Surveyor to the 
Council has prepared the plans. 
Wood-lane.—Sranp.—The Birchg! ue 
structional Co., Swansea, have sec a & 
contract for the erection of a _"o ; r~ . 4. 


at the White City Stadium, for tl roe 
Ltd. The amount of the contract iter 
to be £20,000. 
Woodstock-street.—Orrices.—Ne" 
premises are to he built on the sit 
Voodstock-street, W.1. The builder oa 
Stevens. 49. South Molton-street, \)-’ — 
demolition and excavation being! 


Mary’s Wharf Cartage Ce., Ltd., P ‘~ 
ton, W.2. The architects are eg . 


Hughes & Son, 28, Mortimer-street, 
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THE BUILDER. 


NATIONAL FEDERATION OF BUILDING 
TRADES EMPLOYERS. 


ANNUAL DINNER. 

At the Hotel Victoria, Charing Cross, on 
Tuesday evening, Mr. W. King (President) 
occupied the chair at the annual dinner of 
the National Federation of Building Trades 
Employers of Great Britain and Ireland. 
Amongst those present were: Sir Kingsley 
Wood (Parliamentary Secretary, Ministry 
¢ Health), Mr. Walter Tapper (President, 
RLB.A.), Mr. W. Hull, Mr. J. E. 
Driver, Mr. Perey Thomas (Vice-President, 
RLB.A.), Mr H. J. Deane, Mr. A. H. 
Adamson, Mr. H. D. Searles-Wood, Mr. 8. 
Smethurst, Mr. W. W. Finlayson, Mr. G. 
Sapeote, Mr. ‘T. Foster, Mr. Fred Thorne, 
Mr. J. M. Theohald.. Mr. Stephen Easten, 
Mr. T. Barron, and Mr. R. Coppock (Presi- 
dent and Secretary, National Federation of 
Building Trades Operatives), Mr. F. G. 
Hodges, Mr. J. B. Forbes Watson, Mr. J. W. 
Willoughby, Mr. Jno. Croad, Mr. G. A. 
Coulson, Mr. C. E. France, Mr. J. B. 
Cooke, Mr. C. R. Steer, Mr. W. J. Turnbull, 
Mr. W. Bosworth, Mr. W. F. Gibson, Mr. 
Ss. P. P. Ginn, Mr. R. H. Tribe, Mr. R. L. 
Roberts, Mr Ek. J. Brown, Mr. A. B. Falk- 
ner, Mr. P. C. Culver, Mr. E. J. Strange, 
Mr. BE. J. Rimmer, Sir J. Walker Smith, 
and Mr. A. G. White (Secretary). 

In proposing the toast of the ‘‘ National 
Federation,” Sir Kingsley Wood said it was 
almost impossible to over-estimate the value 
of the contribution the building industry 
had made to housing since the Armistice. 
He supposed few industries had had to cope 
with so many difficulties during the past 
four or five years, particularly in a depleted 
personnel and in high cost of materials. 
He could recall the efforts of local authori- 
ties in providing houses, but he particularly 
wished to express the great debt the nation 
owed to the private builder and private 
enterprise. Altogether 1,050,000 houses 
were built since the Armistice, and of 
these no less than 652,000 were erected by 
private builders. Another fact he would 
like to recall was that of the 652,000 houses 
built by private enterprise, no less than 
350.000 were built without State assistance; 
that, he thought, was very significant, and 
perhaps of more value than the other figures 
he had mentioned. It was a fine accom- 
plishment to have built so many houses 
without assistance. The country owed it to 
the local authorities and the building in- 
dustry that the whole standard of housing 
had been improved. In addition to high 
prices, the industry had had to face State 
interference; that was one of the things that 
it the time, and perhaps to-day, was a 
necessity, but the sooner it was ended the 
better for everyone connected with the 
industry. 

One of the finest things the President 
‘ould look back to, and it was an example 
to the rest of the country, was the fact that 
during his year of office there had been & 
most excellent relationship between em- 
ployers and employed; for that both sides 
shouid | be thanked, and he hoped the har- 
mony in the building industry would com- 
— itself to other organisations in this 
country. 

_ During the past 12 months the work of 
the Federation had been particularly dis- 

Inguished by the fact that they had been 
ible to devise a most important and valu- 
ible form of building contract. That was. 


‘ 


indoubtedly, a very considerable achieve- 
ment. and would certainly make for 
economy and avoidance of disputes, and the 
ttlement of disputes that might arise. 
| ‘hat connection he would particularly 


ike to mention the 


work of Sir Walker 


pty ind Mr. Stephen Easten on behalf 
) 'e contractors, and Major Harry Barnes 
‘nd Mr. H. D. Searles Wood on behalf of 


he rohit “hi 
e architects. This form of contract 
n a most important step so far as 
. industry was concerned. 

here had recently been an indictment in 


th noe : oe i 
he Press against British industry for not 


* co 
registered 


being sufficiently interested in research work, 
but that could certainly not be applied to 
the building industry. Builders were show- 
ing a growing appreciation of the need for 
research. Builders in increasing numbers 
were seeking assistance from the Building 
Research Station in regard to technical diffi- 
culties, and he hoped they had all read the 
recent report of the Building Research Board 
which showed how necessary it was that 
modern scientific methods should be developed 
in building. The future prosperity of the 
industry very largely depended upon new 
methods and materials. 

The National Federation was a very power- 
ful body, and he ventured to suggest that 
they could help the Government and_ the 
nation by doing their utmost to bring down 
building costs. So far as housing was con- 
cerned, provided reasonable prices and reason- 
able conditions could be obtained, he thought 
they could look forward to a period of steady 
development and prosperity not only in con- 
nection with housing, but with building 
work generally. The national housing scheme 
depended to a large extent upon reasonable 
prices. Although the Government was 
naturally proud of helping in securing and 
passing the miliion mark, they did not feel 
that their work was finished, for there was 
still a great need in many parts of the 
country. During the next two years or so 
the Government particularly wanted to attack 
two very important and difficult problems. 
The Government felt that whilst great pro- 
gress had been made in meeting the needs of 
a very large number of workers, they had 
not yet been able to satisfy the demand for 
the type of house that could be let at a rent 
that the poorer classes could afford to pay, 
and it was hoped that some progress would 
be made in that direction. Secondly, the 
Government thought the time had now arrived 
when they could renew the national battle 
against the slums. The condition of some of 
our cities and villages was still a national 
scandal, and now that so many new houses 
had been built, it was time attention was 
turned to the problem of the slum. One of 
the ways of dealing with the problem was 
the reconditioning of houses in slum areas. 
At the present time the Ministry of Health 
wus engaged in the consideration of whether 
a step could be taken in that direction, and 
when Parliamentary time permitted steps 
would be taken to secure powers to deal with 
the reconditioning of existing old houses. In 
conclusion, he expressed his appreciation of 
the work done by the President during his 
year of office. 


In responding, the PREsIDENT said the em- 
ployers realised they could not do all they 
wished to do as employers, and they looked 
to the operatives to assist them in_ that 
direction. On other occasions, they had never 
appealed to the operatives in vain; the opera- 
tives had helped in overcoming the shortage 
of personnel in the industry. He would ap- 
peal to the employers and employed to con- 
sider quality as well as quantity in the ranks 
of the workers. He was recently told by the 
head of a Government department that it 
was impossible to get craftsmen of the quality 
needed for a certain work. Mr. Barron had 
said it was the duty of the operatives to take 
an intelligent interest in the future of the 
industry, but that was more than ever the 
duty of the employer. The time was long 
overdue when employers should take a more 
intelligent interest in the apprentices in the 
industry. During the past year the Federa- 
tion had made great strides. They had a 
new constitution and rules to govern the 
Federation, which would not only make for 
economy but for efficiency, and a considerable 
saving of the time of the members. ‘lhey had 
alsc completed a new form of contract, due 
to the help and co-operation of architects and 
quantity surveyors, and he hoped that now 
they had got so far nothing would interfere 
with the bringing of it to a successful con- 
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He would say without hesitation 

that it was in the interests of all concerned. 

As to the price of building, builders were 

very much concerned with that problem, be- 

cause in soine parts of the wong oy Aan igpeane 
i 


clusion. 


had practically stopped owing to high cost. 
In conclusion, he expressed his thanks to the 
staff of the Federation. 

Mr, StepHeN Easten, proposing ‘ Archi- 
tects and Surveyors,’’ said there had been 
some criticism of the proposed new form of 
contract, one of which had come from the 
architects who seemed to suggest that it was 
undignified that they should be subject to 
appeal by arbitration. But they had to re- 
member that even judges’ decisions were 
subject to appeal. 

Mr. WattTeR TAPPER, responding, said it 
was all to the good that in recent years archi- 
tects and builders had got closer together, 
and that was all to the good of both, for 
without cordial understanding between archi- 
tects and builders they could not get on. The 
negotiations that had resulted in the new 
form of contract had lasted for about seven 
years, and had at last been brought to a 
successfui issue. He hoped that very shortly 
the general bodies on both sides would 
ratify what had been arranged. In urging 
the settlement of industrial disputes, he 
asked, ‘‘Why cannot these disputes be 
settled before it comes to a strike or a lock- 
out?’’ It must be possible for people of 
understanding in these matters to come to an 
amicable settlement before things came to a 
heed; such things should not happen. 

Mr. J. M. Txeopatp responded on behalf 
of the surveyors, and gave an_ enjoyable 
humorous speech. 

‘* The Ladies ’’ was proposed by Mr. W. F. 
Gibson (President of the Institute of Builders), 
and responded to by Mrs. 8. Purkiss-Ginn. 

Mr. Fred Thorne proposed ‘‘ Our Guests.” 
to which Major Harry Barnes and Mr. 
Thomas Barron responded. 





Building Trade : Employment Conditions. 


Employment during December, says the 
Ministry of Labour Gazette, again showed a 
general seasonal decline, and was slack, on the 
whole; the decline was greatly accentuated 
during the latter half of the month by the 
effects of the severe weather. As regards in- 
dividual occupations, employment showed a 
marked decline with plasterers, bricklayers 
and masons, and was generally slack; it also 
declined with carpenters and joiners and with 
slaters, and was qwet, on the whole; it was 
again worse with painters, and in the majority 
of districts was very slack. Employment 
showed little variation with plumbers, and 
continued generally fair; it remained slack 
with tradesmen’s labourers. As compared 
with December, 1926, employment was con- 
siderably werse with plasterers, bricklayers 
and masons, and declined in other classes. 


New Technical School, Western Canada. 

We learn that plans are being prepared for 
the erection of a new technical school in 
Western Canada, involving an expenditure of 
450,000 dollars (£90,000). The main build- 
ing is to be a four-story structure of rein- 
forced concrete, measuring 450 ft. in length 
and 65 ft. in width. It will provide space 
for 60 classrooms, in addition to physical, 
electrical and general laboratories. An 
auditorium will be included in the scheme, 
with a seating capacity of 1,000 and equipped 
with a stage. The boiler room will be so 
arranged that classes can be taught and work 
demonstrated on pumps, vacuum systems, 
temperature controls and other essential 
operations of heating and ventilating plants. 
It is expected that construction will be comi- 
menced early this year. United Kingdom 
firms interested in this matter from the point 
of view of the supply of either building 
fittings and furnishings or of workshop and 
laboratory equipment can obtain further par- 
ticulars, including the names and address of 
the architect and the principal of the School, 
on application to the Department of Overseas 
Trade, 35, Old Queen-street, S.W.1. 
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POINTS IN CONNECTION WITH THE LAW 


THE BUILDER. 


OF LANDLORD AND TENANT—XIV. 


OUTSIDE LIABILITIES IMPOSED BY 
COVENANT—continued. 


in our last article we were referring to 
covenants which placed the liability for ex- 
penses incurred in making up streets under 
the Public Health Act, 1875, and the Private 
Street Works Act, 1892, on lessees and 
tenants, and we showed that as under those 
Acts the expenses become a charge upon 
the — when the works are completed 
the liability of the lessee or tenant under a 
covenant in the tenancy agreement will 
attach from that date and not from the final 
apportionment, but in the Metropolitan area 
where streets are made up under the Metro- 
polis Management Acts it appears that 
different considerations will apply, for as we 
shall now show expenses incurred under 
those Acts are not a charge upon the 
premises. 

Street Works in the Metropolitan Area. 

The two sections of those Acts which 
relate to the making up of streets are sec- 
tion 105 of the Metropolis Management Act, 
1855, as amended by section 77 of the 
Metropolis Management Amendment Act, 
1862, and under those sections it was held 
in Egg v. Blaney (1888, 21 Q.B.D. 107) the 
expenses are not a charge upon the premises, 
they are a ——- liability imposed upon 
the owner (Vestry of Bermondsey v. Ram- 
say (1871, 6 P.C. 247) ), but it appears that 
if the claim is unsatisfied the liability falls 
upon successive owners, for in this latter 
case the Vestry had recovered judgment for 
expenses incurred against the owner of the 
premises, but the judgment had not been 
satisfied, and it was held this was no bar 
to a subsequent action in respect of the 
sume expenses brought against an occupier 
who occupied as tenant of a nosso 
owner, 

By section 105 of the Metropolis Manage- 
ment Act, 1855, if either the owners forming 
the greater part of any new street desire, or 
the local authority deem it necessary and 
expedient to have a new street paved, the 
local authority shall pave the same, and the 
owners of the houses formmg such street 
shall on demand pay the estimated expenses 
the amount of which is to be determined by 
the surveyor, and then there is a provision 
that if the estimated expenses exceed the 
actual sums expended the difference shall be 
repaid to the owners and vice versa. 

Section 77 of the amending Act of 1862 
extended the section to land unbuilt upon, 
and that section provides that any such ex 
penses, including the cost of paving at the 
points of intersection of streets and all other 
incidental costs and charges ‘“ shall be ap- 
portioned by the vestry or board and shall 
be recoverable either before the work shall 
be commenced, or during its progress, or 
after its completion,’’ and any such amount 
shall be recoverable from the present or any 
future owner of the premises either by action 
at law or summarily at the option of the 
authority. Under the Act of 1855 the ex- 
penses could only be recovered summarily, 

In Hampstead Corporation v. Caunt (1903, 
2 K.B. 1; The Builder, May 3, 1903) street 
expenses had been incurred in 1891, and a 
demand for payment had been made upon 
the then owner of a house but had not bee» 
paid. The defendant became the owner in 
1896, and in 1898 a demand for payment had 
been made on him and an action instituted 
in 1903. In that case it was questioned first, 
whether the right of action given in section 
77 of the Act of 1862 applied to the owners 
of houses made liable under section 105 of 
the earlier Act, and secondly, whether in 
any case the action was not statute barred, 
as it was commenced more than six years 
after the defendant became owner. It was 


held that the two sections must be read to- 
gether, and therefore an action could be 
brought either against the owners of houses 
or the owners of land, and that the action 
against the defendant was not statute barred 


because there was no cause of action until . 


there was a demand, and the Statute of 
Limitations (if it ran at all) only ran from 
the date of the demand. 

It is to be noted that in section 105 the 
words are ‘‘ the owners of the houses forming 
the street shall on demand pay . the 
amount of the estimated expenses .. . such 
amount to be determined by the surveyor for 
the time being . . .”’ whereas in section 77 of 
the Act of 1862, which relates to the owners 
of land as well as the owners of houses, it 
is provided ** any such costs and expenses .. . 
shall be apportioned by the vestry or board 
and shall be recoverable either before the 
work shall be commenced or during its pro- 
gress or after its completion.” 

As it was held in Hampstead Corporation 
v. Caunt (ubi sup) that the two sections had 
to be read ride: « f and that a demand was 
necessary under both sections, it may be 
doubted whether the expenses are recover- 
able until a demand has been made, although, 
as we shall show below, there is authority 
to the effect that the expenses become re- 
coverable after an apportionment has been 
made and notice of the apportionment has 
been given, but the case was decided before 
Hampstead Corporation v. Caunt. 

Thus in Wix v. Rutson (1899, 1 Q.B. 474) 
it was held that under section 77 as soon as 
the vestry by formal resolution charged the 
owners of premises with the apportioned ex- 
penses and gave notice of the apportionment 
and charge, the owners became liable to pay 
the same without a formal demand, but as we 
have observed, since the decision in Hamp- 
stead v» Caunt that case on that point may 
be of doubtful authority, although both cases 
were decisions of Courts of first instance and 
of concurrent authority, and if the charge 
does not become operative before a demand 
has been made upon the owner then in the 
absence of a demand the owner could not 
recover from his tenant under a covenant, al- 
though as we have shown in our twelfth 
article a wide view has been taken of the 
degree of compulsion necessary on the owner 
in connection with sanitary requirements 
under other statutes. 

The facts in Wix v. Rutson were as fol- 
lows : The premises were land without build- 
ings upon it which, in 1882, had been de- 
mised by a lease of 21 years, of which the 
defendant was the assignee. The lease con- 
tained a covenant that during the term the 
lessee and his assigns should pay “‘ all duties, 
assessments and impositions whatever which 
are now or may at any time hereafter be 
charged, assessed or imposed upon the said 


premises or any part thereof, or upon the 
landlord or tenant in respect thereof.” The 
lease was terminable after the first seven 


years by six months’ notice on certain terms 
In April, 1898, the lessors gave notice to 
determine the lease by six months’ notice, and 
on May 9 they had entered into an agree- 
ment for sale of the premises, the date for 
completion being August 11, 1898. On June 
9 the local authority gave the owners notice 
under section 77 of the Act of 1862, that they 
had apportioned and charged the owners with 
the estimated expenses in connection with 
paving a new street and that the amount 
could be paid before or on a certain day. 
The works were not commenced until after 
the date when the six months’ notice to quit 
iven to the lessee expired in October. e 
Renee had paid the sum and were seeking 
to recover the same from the lessee. The 
Court held that as soon as the local autho- 
rity by a formal act or resolution charged the 
owners with the expenses as apportioned and 
gave the owners notice of the apportionment 
and charge, the charge became operative and 
the owners were liable to pay immediately 
after the service of the notice, and the sum 
so paid was within the covenant by the lessee 
to pay duties. impositions and assessments 
and he was liable to repay the owners. 
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As regards this latter point the Court was 
following an earlier decision, Thompson ;. 
Lapworth (1868, L.R. 3 C.P. 149). That 
case arose under section 96 of the Act of 
1662, involving rather different considers. 
tions, which we shall refer to below, in which 
it was held that a lessee under covenant to 
pay “‘all duties and assessments whatsoever 
which during the continuance of the demise 
should be assessed or imposed upon the tenant 
or landlord of the premises demised in re. 
spect thereof ’’ was liable to pay to the land. 
lord expenses in relation to street works ot 
which notice of the apportioned amount had 
been given to the landlord. 


Section 96 of the Act of 1862 enables the 
local authority at their discretion to require 
the payment of any costs or expenses which 
the owner may be liable to pay under the 
above Acts either from the owner of the 
premises or from the occupier, “ and such 
owner or occupier shall be liable to pay the 
same, and the same shall be recovered in 
manner authorised by the recited Act (1855) 
and this Act,’’ but the occupier shall be 
entitled to deduct the sums so paid from 
the rent from time to time becoming due as 
if the same had been actually paid to such 
owner as part of such rent, but the sum 
paid by the occupier is limited to the 
amount of the rent due from him to his 
landlord. It is, however, provided in this 
section that nothing therein contained shall 
be taken to affect any contract made 
between any owner and occupier whereby 
it is agreed that the occupier shall pay and 
discharge all rates, dues and sums of 
money payable in respect of such premises, 
or to affect any contract whatsoever between 
landlord and tenant. In Skinner v. Hunt 
(1904, 2 K.B. 452) the tenant of certain 
premises held under a lease which contained 
a covenant that he should pay “ all assess 
ments whatsoever now or hereafter to be 
charged upon the premises or upon the land- 
lord or tenant in respect thereof,”’ and in 
the lease there was also a reference to cer- 
tain stipulations under which the landlord 
held the land which were also to be 
observed by the tenant, one of which was 
“the pacelonse shall pay all charges im- 
posed by any local authority on the front- 
agers in respect of such road anu footpath, 
or the making or repair thereof.” In 192 
the tenant had received a notice from the 
local authority requiring him not to pay 
any rent then due or thereafter to become 
due without deducting therefrom the sum 
of £34 19s. 2d. due to the authority i 
respect of an apportionment of the est! 
mated cost of paving the road and footpath. 
and the tenant paid the local authority £10. 
the amount of rent then due. The land- 
lord distrained for the rent thus paid, and 
the tenant brought this action for illegal 
distress. The tenant contended that what 
he had paid was rent, but the Court o! 
Appeal held that what was paid wes a 
expenses connected with the road works = 
not rent, for which the loca] authority cow 
give no valid discharge; the ge a 
those expenses would give him a a t 
set off against any claim for rent Sy “™ 
landlord, but here there could be no sad 
right, as under the lease the tenant, - 
undertaken to pay those expenses under 
contract specially reserved by the sectio. 
and thus the distress was legal. 


In the space of one article w 
We 


e can carry 
have en 


the matter no further. po 
deavoured to show that wane As 
Metropolitan Acts, unlike the u 


Health Acts and the Private Street wae 
Act, the charge of making up streets 2 
not attach as from a particular —_, + 
the completion of the works, but on 
expenses may become due before the th 
are executed. That probably under : “ 
the Acts of 1855 and 1862 a — Pa 
necessary! That the liability attac po 
owner or successive owners, and the <> 
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For rates of wages in the Building Trade in Scotland, see page 198, 















THE BUILDER. 


CONTRACTS, COMPETITIONS, &c. 


For some contracts still o but not included in 


are advertised in this number. Certain conditions befSnd those given in the following information are 


imposed in some cases, such as that advertisers do not 


belo see previous issues. Those with an asterisk 


ind themselves to accept the lowest or any tender ; 


that a fair wages clause shall be observed, that no allowance will be made for tenders; and that deposits 
are returned on receipt of a bona-fide tender unless stated to the contrary. 

The date given at the commencement of each paragraph is the latest date when the tender, or the names of those 
willing to submit tenders, may be sent in; the name and address at the end is the person from whom or place 


where quantities, forms of tender, etc., may be obtained. 


Foll owing is a list of abbreviations :— Borough Surveyor, B.S. ; Borough Engineer, B.E. ; District Surveyor, 
D.S.; Clerk, C. ; Town Clerk, T.C. ; County Engineer, C.E. ; County Surveyor, C.S.; County Architect, C.A. ; 
Surveyor, S.; Engineer, E.; Borough Architect, B.A.; Architect, A. 


BUILDING, PAINTING, ELECTRIC 
LIGHTING, HEATING ETC. 


% January 3& Brents ood.— Headquarters.—Erec- 
tion of, for the Essex Group Anti-Aircraft Search- 
light Companies, R.E., for the Territorial Army 
Association, County of Essex Contractors (on the 
King’s National Register) wishing to tender should 
apply to the Secretary, Essex Territorial Army 
Association, Market-rd., Chelmsford. Dep. £2 2s. 
dan %0.— Dartford.— Reconstruction.—Of Long 
Reach Smallpox Hospital, Dartford, for the 
Metropolitan Asylums Board. Office of the Board, 
Victoria Embankment, E.C.4, Dep. £5. 

Jan. 30.—Edinburgh.—Convenience.—Also shelter 
at Granton-sq., Granton, for T.C. B.E. 

Jan. 30.—Glasgow.—Heating.—At new infant de- 
partment, Shawlandgs secondary school, Pollok- 
shawe-rd., Shawlands, for E.C. J. Clark, Director 
of Education. 

Jan. 3%0.—Guildtord.—Painting.—Also repairing 
works, etc., at public baths, Castle-st., for T.C. 
J. W. Hipwood, B.S. 

Jan. 30.—Hants.—Alterations and Additions.—To 
the present Post Office and Telephone Exchange at 
Petersfield, for the Commissioners, H.M.O.W. Con- 
tracts Branch, King Chariles-st., London, 8.W.1. 
Dep. £1 1s (Cheques payable to the Commis- 
sioners.) 

Jan. 30.—Hull.—Alterations and Extensions.—To 
the Head Post Office, Hull, for the Commissioners 
of H.M.O.W. Contracts Branch, King Charles-st., 
Westminster, S.W.1. Dep. £1 1s. (Cheques payable 
to the Commissioners.) 

Jan. 30.—Plymouth.—Painting.—Also other work 
at Scattered Home, for B.G. W. H. Davy, C., 
Greenbank-ra. 

Jan. %.—Swansea.—Convenience.—Public con- 
venience at Cwmbwria, adjoining the Forward 
Movement Church, Gorse-rd., for C.B. J. R. Heath, 
B.E. and § 

dan. w.—Swansea.—Convenience.—Public —_con- 
venience at Liansamlet, adjoining Smiths’ Arms 
P.H., Church-rd., for C.B. J. R. Heath, B.E. and 8. 
Jan. 30.—Torquay.—Additions.—To public con- 
veniences at Vaughan-rd., adjoining pavilion, for 
T.Cc. BS. Dep. £2 2s. ; 
Jan. 30.—Walsall.—New Infant School.—Erection 
of, in Blakenall-lane, Leamore, Walsall, for the 
Borough Council. J. Taylor, M.Inst.C.E. BS., 
Council House, Walsall. Dep. £3 3s. 

Jan. 30.—Wirral.—-Bedrooms.—4 new bedrooms to 
administrative block at Fever Hospital, Spital, for 
Joint Hospital Board. Campbell & Honeyburne, 
architects, Bluecoat-chambers. Dep. £1 1s. 

Jun. 31.—Barnsley.—Extensions.—To Barnsley and 
District Holgate Grammar School, Shaw-lane. 
Dyson, Cawthorne & Coles, architects, 10, Regent-st. 

Jan. 31.—Belfast.—Installation.—Low-pressure hot 
water heating system in convalescent department, 
intirmary, for B.G R. H. Wilson, C. P 
Jan. 31.—Bethnal Green.—Chapel.—Erection of, in 
the grounds of Bethnal Green Hospital, Cambridge- 
rd., London, E.2, for the Guardians. The Clerk, 
Guardians’ Administrative Offices, Bishop’s-rd, E.2. 
Dep, £1. 

Jan, 3l.—Birkenhead.—Alterations.—To Derby-rd. 
entrance to Union Institution, for B.G. E. Kirby & 
Sons, architects, 5, Cook-st 

Jan. 31.—Boston.—Houses.—20 non-parlour on 
Westfield-av., for Corporation. D. G. Cockrill, B.S. 
Jan. 31.—Bow.—House.—Police constable’s house, 
for Devon C.C. C.A., 97, Heavitree-rd., Exeter. 
Jan. 3l.—Brecon.—Electric Lighting.—Of Poor 
Law Institution, for Brecknock B.G. B. L. Prit- 
chard, 21, Castle-st 
Jan, Sil. — Cranbrook. — Removal.— Of present 
chapel floor at Union House, and preparation of 
entirely new floor, and laying of a 6-in. surface 
water drain, with catch-pits and ventilating shaft, 
and for the making of road surface, for B.G 
F. G. Bayfield. The Union House. 

Jan. 31.—Dublin.— Reconstruction.—Of North 
block of Four Courts, for Commissioners of Public 
Works. TT. Cassedy, secretary, Dublin. Den. £1 

Jan. 31.—Durham.—Elementary School.—Erection 
and completion of, at Billingham, to accommo- 
date 384 children; and also an elementary school 
at Ludworth, to accommodate 244 children, required 
by the County Couneil. F. Willey, F.R.I.B.A., 34. 
Old Elvet, Durham 
Jan. 3).—Durstey.—Extensions.—Of premises of 
Dursley Secondary School, for Gloucestershire F.C. 
R. 8S. Phillips, F.R.1.B.A., County Education Archi- 
tect. Dep. £5 5s 
Jan, 31.—Farnborough.—Houses.—8, at Morris-rd., 
for U.D.Cc. J. BE. Hargreaves, architect for works. 
Dep. £1 1s 

Jan. 31.—Milltown.— Houses.—58, for Trish 
Sailors and Soldiers Land Trust. Chief Clerk, 3, 
Lower Fitzwilliam-st.. Dublin. Dep. £5 5s 

Jan. 31.—Nenagh.—ITonuses —26, at O'Growney-st.. 
for U.D.C. O. L. D. Gill, engineer 
Jan. 31.—Ossett.—Installation.—Of Electric Light 
at Grammar School, for West Riding E.C. Educa- 
tion Department, County Hall, Wakefield. 

Jan. 31.—Plymouth.—Repairs.—To 49, Well-st., for 
C.B.. R. J. Fittall, T.C 


Jan. 31.—Rochdale.—Demolition.—Of buildings 
comprising Broadley Wood Mill, Broadley, near 
Rochdale, and for removal of all materials, for 
T.C. Wm. Henry Hickson, T.C. 

Jan. 31.—Wem.—Hall.—Cheese Hall, Noble-st., for 
U.D.C. 8S. Dep. £1 1s. 

% January 31.—Walthamstow.—School.—Proposed 
erection of (to accommodate 400) to be erected on 
the Billet-rd. site for the Education Committee. 
H. Prosser, F.R.I.B.A., Architect to the Committee, 
High-st., Walthamstow, E.17. Dep. £2 2s. 

Jan. 31.—Westmoriand.—Additions.—Alterations 
and additions to police cells, at (1) Appleby, (2) 
Kendal (County Station), (3) Kirkby Lonsdale, 
(4) Kirkby Stephen, (5) Shap, for C.C. C. E. Hines, 
C.S., 12, Lowther-st., Kendal. 

Jan. 31.—York.—Wall.—Ferro-concrete sheet piled 
river wall, approximately 800 ft. in length, on east 
side of Naburn Cut, for trustees of Ouse Naviga- 
tion. E. Fewster, River Manager, Naburn Locks. 

Feb. 1.—Ashford.—Station.—Pumping station at 
Henwood water works, Hythe-rd., for U.D.C. Wm. 
Terrill, S. 

Feb. 1.—Athlione.—Houses.—Four houses, semi- 
detached, and detritus tank and a septic tank, at 
Battery site, for U.D.C. P. J. O'Loughlin, Town 
S. Dep. £2 2s. 

Feb. 1.—Bembridge.—Conveniences.—At High-st., 
for Isle of Wight R.D.C. E. L. Smith, architect, 
High-st., Sandown. Dep. £2 28 

Feb. 1.—Brierfield.—Alterations.—To Town Hail 
annexe, for T.C. B.S. Dep. 10s. 6d 

Feb. 1.—Bucksburn.— Houses.—2 workmen’s houses 
at Chapel of Stoneywood, for Governors of North 
of Scotland College of Agriculture. A. A. Prosser, 
secretary, Agricultural College Office, 414, Union- 
st., Aberdeen. 

Feb. 1.—Clacton.—Pavilion.—Tennis, bowls and 
golf pavilion on Council’s recreation ground, for 
Ube S. 


Feh. 1. — Hoyland. — Houses. — Also business 
premises at Hoyland Common, nr. Barnsley. J. R 
Wilkinson, L.R.1.B.A., 15, Regent-st., Barnsley. 

Feb. 1.—Kirkcaldy.—Fencing.—Electric lighting 
and fencing of 10 two-storey cottage-type hpuses, 
for D.C. Geo. B. Deas, architect, Central-chambers. 

Feb. 1.—Wednesbury.—Installation.—Re-modelling 
of existing installation in County Technical College, 
and for installation of electric light and power in 
an extension of College, for Staffordshire E.C. 
Moffett Rosher & Mann, consulting engineers, 
Union-chambers, Temple-row, Birmingham. Dep. 
£5 5s. 

Feb. 1.—Woolpit.—House.—Teacher’s house on a 
site adjoining Woolpit Council school, for West 
Suffolk E.C. A. Ainsworth Hunt, C.A., Sla, Abbey- 
gate-st., Bury St. Edmunds. 

Feb. 2.—Lichfield.—Houses.—Four non-parlour 
type in Rotten-row, for T.C. Norman Auty, Cit) 
S. Dep. £2 2s. 

Feb. 2.—Manchester.—Heating.—Providing and 
fixing low-pressure heating apparatus at Municipal 
School of Art, Chorlton-on-Medlock, for E.C. P. M. 
Heath, T.C. Dep. £1 1s. 

Feb. 2.—Manchester.—Store.—Also mess room, at 
Clayton Hall recreation ground, for T.C. City 
Architect. Dep. £1 1s. 

Feb. 2.—Southampton.—Manual Instruction and 
Cookery Room.—Erection of, at_ Farnborough 
Queen’s-rd. Council school, for the County Council. 
A. L. Roberts, County Architect, The Castle, Win- 
chester. Dep. £1 1s. by cheque payable to the 
Hants County Council, and crossed “ Lloyds Bank, 
Ltd , Winchester,”’ or particulars will not be sent. 

Feb. 2.—Wanstead.—Wall.—Retaining wall in 
Woodford-rd., for U.D.C. E. and 8. 

Feb. 3.—Chatteris.—Houses.—16 non-parlour type, 
in Doddington-rd., for U.D.C. Solden Hipweil, 
architect, 19, New-rd. Dep. £2 2s. 

Feb 3.—Eastbourne.—Floors.—Two _ reinforced 
concrete floors in existing building at Corporation 
Depot, Bedfordwell-rd., for C.B. L. Roseveare, B.S. 

Feb. 3.—Portsmouth.—Additions.—Also alterations 
of roof to present windscreen round band stand on 
South Parade Pier, for T.C. City E. Dep. £1. 

Feb. 3. — Rochester.— Houses, etc. — Erection, 
drainage and site works, etc., of 75 houses (7 par- 
lour and 68 non-parlour), for the Corporation. Wil- 
liam Law, A.M.1.C.E., City Surveyor, Guildhall, 
Rochester. Dep, £3 3s. 

Feb. 3.—Swadlincote.—Houses.—Two ministers’ 
houses in Hastings-rd., Swadlincote, for Trustees of 
the Woodville and Swadlincote Wesleyan Circuit, 
etc. A. Clark, architect, Wood-st., Church Gresley. 
Dep 10s. 6d. 

Feb, 3.—Uxbridge.—Alierations and Additions.— 
To the existing dining room at the Union Insti- 
tution, Hillingdon, near Uxbridge, for the Guardians 
of the Uxbridge Union. Hubert F. Bateman, War- 
wick-rd., West Drayton, Middlesex. Dep. £2 2s. 

*Feb. 3.—West Ham.—Infant School.—Erection 
of, adjoining the South Hallsvile school, Agate-st., 
Tidal Basin, for the Education Committee. John 
H. Jacques, L.R.1.B.A., Architect to the Committee, 
61, West Ham-lane, Stratford, E.15. Dep. £2. 
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Feb. 4.—Chapel-en-le-Frith.—Houses.—8 non-par. 
lour type, at Ashbourne-lane, for R.D.C. T. Dins 
dale, Inspector and Surveyor. Dep. £2 2s. ‘ 

Feb. 4.—Warwick.—Alterations.—Structural altera. 
tions, concrete floors, drainage, etc., necessary fo; 
conversion of saw mill, Campion-terr., Leamington 


into a garage, for R.D.C. S., 3, Oxford-st., Leam: 
ington Spa. 

Feb. 4.—Wednesbury.—Houses.—80 non-parlour 
type, on Mesty Croft site, for T.C. A. Booth 
B.E. and 8. Dep. £2 2s. 

Feb. 6.—Bethnal Green.—Superstructure and 
execution of other works relating to proposed public 
baths and washhouses at Old Ford-rd., for the 
Borough Council. A. E. Darby, A.M.1.C.E., Borough 
Engineer and Surveyor, Town Hall, Cambridge-rd. 
Bethnal Green, E.2. Dep. £5. 


Feb. 6.—Caernarvon.—Rebuilding.—Portion oj 
wall at Victoria Dock, for Harbour Trust. L. L. 
Jones, E. and 8., Lloyds Bank-chambers. 


«Feb. 6—Hampstead.—Roof Work.—Reconstruc 
tion of a portion of a roof at the Town Hall, for 
the Hampstead B.C. J. E. Swindlehurst, M.A. 
A.M.L.C.E., Borough Engineer, Town Hail,’ Haver. 
stock Hill, N.W.3. 


Feb. _6.—Horsham.—Houses.—Erection of 7 
on the Millthorpe estate, Littlehaven-lane, Roffey 
for the U.D.C, C, G. Atkinson, Council’s Surveyor. 
Town Hall-chambers, Horsham. Dep. £3 3s. 


Feb. 6.—Lestie.—Houses.—40, at Maryfield site 
for T.C. Walker & Pride, architects, Church-sq. 
St. Andrews. Dep. £2 2s. 


Feb. 6.—Macclesfield.—Houses.—20, at Dickens 
lane, Poynton-with-Worth, near Stockport, for 
R.D.C.  G._ Clayton, architect, 4, Wellington-st.. 
Stockport. Dep. £2 2s. 


Feb. 7.—Greasbro’.—Demolition.—3 cottages and 
clearance of sites, and erection of 2 boundary stone 
walls, total length 120 yards, at foot of Church-st.. 
also demolition and re-erection of public urinal ai 
foot ef Church-st., for U.D.C. J. H. Jackson, C. 


Feb. 7.—Tamworth.—Houses.—52 non-parlour type: 
and construction of about 400 yds. of roadway, con 
sisting of tarmacadam carriage-way and paths, 
grass verges, kerbing, etc., and about 1,100 feet of 
9 in. and 6 in. stoneware sewers, together with 
manholes, gullies, etc., for T.C. A. O. Marshall, 
B.E. and § 


Feb. 8.—Anagry.—Adaptation.—Of a building at 
Anagry, Co. Donegal, as a_ station, for Commis- 
sioners of Public Works. T. Cassedy, secretary, 
Office of Public Works, Dublin. Dep. £1. 

Feb. 8.—Belfast.—Converting.—Existing premises 
in Oxford-st. into public sanitary conveniences, for 
C.B. @ity S. 

Feb. 8.—Poplar.—Nurses’ Messroom.—Erection of, 
at St. Andrew’s Hospital, Bromley-by-Bow, for the 
Poplar Board of Guardians. Harley Heckford., 
M.Inst.€.E., architect, Council Offices, High-st., 
Poplar. Dep. £3 3s. 

Feb. 8.—Sittingbourne.—New  Hospital.—Ficc- 
tion of new hospital Bell and Highsted-rds., 
Sittingbourne, for the District Cottage Hospital 
Committee. G. H. Potter, 76, High-st., Sitting 
bourne. 

*Feb. 8—Swansea.—Houses.—Erection of a 
further 50 at the ‘‘ Mayhill” estate, Swansea, 
for the County B.C. Ernest E. Morgan, A.R.LB.A.. 
Borough Architect, 3, Prospect-pl., Swansea. Dep 
£3 3s. 

*xFeb. 9.—Epping.—Houses.—Erection of 7 pairs 
at Hobbs Cross-rd., Harlow, and 4 pairs at Potter- 
st., Harlow, for the R.D.C. W. Beard, Building 
Surveyor, Beechcroft, Harlow. Dep. £1 1s. 

Feb. 9.—Manchester.-—Houses.—350, on Blackley 
estate, for T.C. P. M. Heath, T.C. Dep. £2 2s. 

Feb. 9.—Stepney.—Wells, etc.—Construction of 
wells, caissons in River Thames, circulating 
water tubes, etc., at Limehouse Electricity Generat- 
ing Station, Narrow-st., E., for the B.C. of Stepney 
B.E.. Bernard J. Belsher, M.I.C.E., M.I.M.E. 
Municipal Offices, Raine-st., E.1, between 10 a.m 
and noon. Dep. £10 (Treasury notes). 

*Feb. 10.—Croydon.—Additions.—Reconstruction 
of, and additions to, Women’s Slipper Baths and 
Laundry at the Central Baths, Scarbrook-rd., for 
the Croydon B.C. Borough Engineer, Town Hall 
Croydon. Dep. £2 2s. 

Feb. 10.—Greetiand.—installation.—Of _ electric 
light at Council school, for West Riding E.C. P. H 
Swire, Education Office, Huddersfield-rd., Elland. 

Feb. 10.—treland.—Improvements.—For, (1), erec 
tion of National School at Killala, Co. Mayo; 
(2) improving Glencastle National School, Co 
Mayo; and (3) improving Pulathomas National 
School, Co. Mayo, for Commissioners of Public 
Works. T. Cassedy, secretary, Office of Public 
Works, Dublin. Dep. £1 each. 

Feb. 10. — Malmesbury.—Drainage.—Reconstruc: 
tion of drainage system and other small structural 
works at Institution, for B.G. Parker Pearson and 
Ross Hooper, engineers, Dallas Chambers, Chippen- 
ham. Dep. £2 2s. 

Feb. 10.—Whitby.—Theatre Alterations.—Altera- 
tions and additions to the Spa Theatre, including 
the construction of a halcony for the U.D.C. J. & 
Seward, Assoc.M.Inst.C.E., M.Inst.M.&Cy.E., Eng” 
neer and Surveyor, Council Offices, Whitby. Dep 
£2 2s. housing 

Feb. 11.—Aberystwyth.—Houses.—52 on hous 
estate at Penparke, for T.C. L. Jones, B.S. Dep 
£2 2s. sour type 

Feb. 11 —Rochford.—Houses.—20 non-pariour (or. 
in Thundersley, for R.D.C. A. C. Madge, 8. Dep. 
£1 Is. 

















11.—Southend-on-Sea.— Houses 
Krection and completion of 107 houses and 


, Borough Engineer, Southend-on-Sea. 


Pancras.—Alterations.—Builders’ 
alterations to huildings for 


13.—Bramhall.—Telephone 
» Commissioners 
King Charles-st., 
(Cheques payable to 


Contracts Branch. 


the Commissioners.) 
, Caterham.-—-Fire Station.—For 


Croydon.—IIouses. 
, for the Croydon B.C. 


Erection of 96, at 


15.—London.—New ‘ 
Post Office South, 


W. (Cheques payable to 
» Commissioners.) 
J 135.—Whitstable.—Conversion.—Of 


y fire station at Horsebridge-rd., 
J. Dunn, Surveyor and Water Engineer. 


Essex.— Houses 
Fl: on rection 120 houses and 78 flats, in 13 blocks, 
for the Barking Town U.D.C. Council’s Architect: 


, Clock House Chambers, 


° Oe 
-Deal.—Telephone Exchange.—Erection 
Commissioners 
Contracts Branch, King Charles-st., 
: (Cheques payable to 
the Commissioners.) 
feb. 14—Kidderminster.—Centre.—Domestic sub- 


< Reigate.—Cottages.—Erection of 8 non- 
in Outwood-lane, i 
= of the District Sur- 


—~Sagnmane. —Telephone 
nad Stanmore, for the Cumabiaabonare 
Contracts Branch, King Charles-st., 
W. (Cheques payable to 
the Commissioners.) 
—Workington.—Employment 
f, at Workington, 
mananenere H.M.O.W. ———_ Bri a 
pa y: ible ‘to the Commissioners. - 

Feb. 15.—Birkenhead.—-Overhead 


Sidings. —Reconstruction of railway megs at Bir. 
Harold E. Stone, Gas Works, Thomas- st., 


"15. —Brentford.—Alterations. —Build- 
ing work involving alterations necessary to provide 
a new Mtge meee at the Institution 


Trolands House, 34, Twickenham.rd., 


Fulham.—Nurse >” Home. _ Erection of, 


Gua rdians of ‘the ‘Parish, of Fulham. 
; BL London. — Works 


in the “London district oe the tasied 
il 3, 1931. Contracts Branc h, 
King ~ ‘harles- st., 
heques payable to the Commissioners). 
Egypt.—Excavation.—Of approximately 
metres of earthwork 
modelling of eo Fouadia Canal in Nagha- 
, for Ministry of Public 


t half Taiiliens cubic 


ty hy —We ightr see. —Insti ae of 


for the , Hoard pS ‘Guar: 


d curv yor, .— Afon, Caemnarvon. 
Castleford. — Additions. --Also 
for Rentley’ 8 Yorkshire 
Gi arside ‘k Pennington, architects 


Crook. —Garage.- 
: Peases West We fare Committee. 


Dewsbury. ~Painting.- Calde ‘ Mi 
Calder Bank Mills. 


Vottenham. —Ra ange. —Miniature rifle range, 


MATERIALS. ETC. 
- Pickering BE ment, etc.—For Corpora- 
| Materials.—For 


.— Croydon. + 
_ ag —For U.D.C. P. T. 


~ ¥. + “M: iterials—For Hamp- 
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Jan, 50.—Melton Mowbray.—Roiad Materials.—For 
U.D.C. W. H. Jarvis, S. 


Jan. 30.—Ongar.—Granite. —For R.DC. H. ©. 
Phillips, District 8. 

Jan. 30.— Walsall.— Highway Materials.—¥or 
R.D.C. W. P. Young, District S. : 

Jan. 30.—West Suffolk.— Highway Materials.— 


For C.C. E. H. Bond, CS. 
Jan. 31.—Alton.—Road Materials.—For 
A. O. Crew, S. 


R.D.C. 


Jan. 31. Canterbury. —Road Materials. — For 
T.c. P. H. Warwick, City S. 

Jan. 31. —Dublin.—Pipes.—330 yds. of 15-in. dia- 
or cast-iron pipes and special castings, for C.B. 


J. Sherlock, T.C. 


"Si in. 31.—Durham.—Road Materials—For C.C 
W J. Merrett. C.B, and S., 43, Old Elvet, Durh: im. 

Jan. 31.—€ast Elloe.—Road Materials —For 
R.D.C. 8. S. Mossop, Junr., 


Cc 
Jan. 31.—Farnham.—Cement.—For U.D.C. L. H. 
Starling, S. 
Jan. 31.—Isle of Wight.—Granite.— For C.C. 
A. J. A. Harris, Highways 8. 
Jan. 31.—Kettering.—Gravel, etc.—For R.D.C. 
H. J. Parker, S. 


Jan. 31. — London. — Road Materials. — For 
ee: Contracts Branch, King Charles-st., 
s.W.1. 

Jan. 31.—Perth.—Drainage Materials —For D.C. 


of C.C. W. J. V. Bryce, District Road Surveyor. 
Jan, 31.—Thrapston. T om Materials.—For R.D.C 
J. G. Murray, E. and S 
Feb. 1.— Amersham. — Road Materials. — For 
R.D.C. A. H. Prince, District Surveyor, High-st. 
, ret. 1.—Boston.—Granite—For R.D.C. A. Bar- 
on, 8. 


mi 1. — Chingford. — Road Materials. — For 
D.C. FE. and S. 

URS 1.—Crayford.—Road Materials—For U.D.C. 
F. Leary, E. and 8. 

Feb. 1.—East a Materials.—For 
U.D.C. W. A. Norris, E. and 8. 

Feb. 1.—Folkestone.—Portland Cement.—For T.C 
A. E. Nichols, B.E. 


Feb. 1 —London.—Road Materials—For South- 
wark BC. P. H. Gray, T.C - 
Feb. 1. —Welwyn Garden City. —Road Materials.— 


For U.D.C. Capt. W. E. James, 8. 


me. 1 1,—Wood Green.—Granite, etce.—For U.D.C. 
5. anc 

Feb. 2.— —Gillingham.—Road Materials.—For T.C. 
J. L. Redfern, B.E. and 


Materials —-For 
U.D.C. 


Nor- 
Hig’- 


Feb. 2.—Stockport.—Highway 
©.B. H. Hamer, B.S. 

Feb. 2.—Tring.—Road Materials.—For 
Wt. N. Hedges, S 

Feb. 3.—Devon.—Highway Materials.—For 

thern Division of C.C. R. M. Stone, C.S., 9a, 
st... Barnstaple. 

Feb. 3.—East Barnet Valley.—Highway Materials. 
—For U.D.C. H. York, E. and § 

Feb. 3.—London.—Highway Materials.—For Ken- 
sington B.C. CC, 

Feb. 3.—Manchester.—Castings.—Ventilating grids 
and other castings, for T.C. J. Irvine, Manager of 


Drainage Branch, 1, Mount-st. 

Feb. 4.—Hertfordshire.—Granite, etc.—For C.c. 
A. E. Prescott, C.S 

Feb. 4.- Huntingdonshire. —Road Materials.— 
For C.C, H.. Leete, 

Feb. — “Cement. ete.—For U.D.C. &. 
Feb. 4.—Newmarket.—Granite.—For U.D.C. W. Ti. 
Eley. E. and S. 

Fe. 4.— -Tadcaster. —Road Material.—For R.D.C. 


G. A. Bromet, C. 


Feb. 4. — Vote Shakerley. — Granite 
Concrete Flags.—For U.D. F. E. Jones, 8S. 

— 4.—Wangford. baa Materials.—For R.D.C. 
Cler 

Feb. 6.—Bridgater.—Road Materials.—For T.C. 
Hf. P. Bishop, B.F. and 8S. 

Feb. — -Cornwall.—Roads stone.—For C.C. E. H. 
Colleutt, 

Feb. — Hendon. — Highway Materials.—For 
U.D.C. x. O. Knight, E. and 8. 

Feb. 6.—tford.—Road Materials—For T.0, TH. 
Shaw, B.E. and S 

Feb. 6.—Little Hulton.—Highway Materials.—For 
UpD.c. J. if. Heves, C. 

Feb. 6.—Sunbury-on-Thames.—Limestone, etc.— 


For U.D.C.' H. F. Coales, E. and §S. 


6.—Sutton-in-Ashfield.—Tarmacadam.—For 


Feb 
U.D.cC. W. Burn. S. 
Feb. 7,—Cheshunt.—Granite, ete.—For U.D.C. 


J._E. Sharne, E. and 8S. |. 
Feb. 7.—Trowbridge.—Chippings.—For U.D.C. G. 
WJ. Clark. E and § 


Fr*). 7.—Wing.—Granite, ete—For R.D.C. J. L. A 

W: i S., 60. New-rd., Linslade, Leighton Buzz: rd. 
eb, | 8 —Blackburn. —Highw: ay Materials.—For 

Cc r If. M. Webb, B.F. 

Feh. 8.—Caterham.—Road Materials.—For U.D.C. 
D. F. Biart. C. 

Feb. 8.—Dagenham.—Tarmacadam.—For U.D.C. 
F. W. Allen, C. 

Feb. 8.—Drifheld.—Road Materials —For R.D.C. 
C. WW. Hines. S. 

Feb. —€scrick.—Limestone, etce.—For R.D.C. 
J. R. Hudson, “ Ashdene.” Dunnington, York. 

Feh. &8.—London.—Boilding Materials. —For Hack- 
nev B.C. P. Holt, B.F. and S 


Feb. 8.—Loneon,— Builders’ Materials, —For Shore- 
ditch B.C. 

Feb. 8. Middlesex. —Road Materials—For C.C. 
A. Drvland. C.F. 

Feb. 9.—Johannesburg.—Tar.—2,600 tons of tar or 
tar substitute, for T.C. Denartment of Overseas 


Trade. 35, Old Queen-st., S.W.1. (Reference No. 
BX. 4121.) 

Feb. 9.—Leyton.—Builder’s Materials, ete.—For 
T.C. B.E. and §. 

Feb. Yorkshire. — Road 


9. — North nies of 
Materials.—For C.C. C.S 

Feb. 9.—Penee. —Cement.—For U.D.C._ S. 

Feb. 11. — Eastbourne. — Broken Granite.—For 
R.D.C. W. Walker, § 
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Feb. 11.—Horsforth.— ete.—For U.D.C. 
J. E. Aldersley, 8. 


Feb. 11. —Swansea.—Highway Materials.—For CB 


B.S. 

Feb. 11.—Thirsk.—Highway Materials.—For R.D.C. 
J. W. Lupton, 8. 

Feb. 13.—South Stoneham.—Road Materials.—F or 
R.D.C. W. Cowall, 8S. 

Feb. 13.—Southport.—Road Materials.—For C.B. 
\. E. Jackson, B.E. and 8. 

Feb. 14.—London.—Paving Materials.—For Dept- 
ford B.C. T.C. 
Feb. 15.—Halifax.—Highways 

B.E. 


Granite, 


Materials.—For 


C.B, 
Feb. 15. — Horncastie.— Road Materials.—For 
R.D.C. J. 8. Derbyshire, 8. 
Feb. 15.—Warwickshire.—Road Materials.—bor 
c.c. D. H. Brown, C.S8. 
Mury: 


Feb. 16.—London.—Rouad Materials.—For St. 
lebone B.C. Cc. 

Feb. 16.—Nottingham.—Builder’s Materials, etc.— 
For T.C. TT. Wallis Gorden, City E. and 8. 

Feb. 17. > ern Tarmacadam,  ete.—For 
R.D.C. W. R. Crabtree, 8. 

1” Geen 18. ee —Cement, etc.—For U.D.C. 

Feb. ee Iron Pipes.—For M.W.B. 
Chief Engineer. 

Feb. 20.—Maldens and Coombe.—Builder’s Mate- 
rials.—For U.D.C. §8. 


Feb. 21. — Coventry. — Builder’s Materials.—For 
".C. E. H. Ford, City E. and §. 

Feb a. —Tottenham. — Road Materials. — For 
U.D.C Townson, 

Keb Ae Materials —For R.D.c. 


G. Riley” 8. 

Feb. 2°.—Battersea.—Materials, etc.—Tenders for 
materials, etc., for 3, 6 and 12 months from April 1 
next, for ‘the Borough Council. Town Hall, Laven 
der Hill, 8.W.1 


ENGINEERING, IRON AND STEEL. 


Jan. 30.-—Pwithelii—Walls.—Concrete walls, new 
screening chambers, outlet pipes and other im- 
provements at Murewymp and Glasfryn springs ; 
providing, hauling, laying and jointing of about 
2,000 yds. of 6-in. and 4-in. cast-iron spigot and 
Socket water pipes, together with all sluice valves, 
air valves, fittings, and other works connected 
therewith, for Corporation. C. F. Farrington, en- 


gineer, M.Inst.C.E., Trinity-sq., Llandudno. Dep. 
£3 3s. 
Jan. 30.—Rhyl.—Filters.—Installation of pressure 


filters, for U.D.C. O. P. Cronshaw, Water Engineer. 
Dep. £2 2s. ’ 

Feb. 2.—Dunbar.—Pool.—Concrete paddling pool 
and other relative works, for T.C. Duncan W. 
Murdoch, B.S., 17a, High-st. 

Feb. 2.—Rhondda.—Steelwork.—40 yew “ bridge 
steelwork, for U.D.C.. T. Taylor, E. and §. 

Feb. 3.—London.—Girder Bridges.—For “Bombay, 
Baroda and Central India Railway Co. §. 
Young, secretary, The White Mansion, 91, Patty 


Franee, S.W.1. 

Feb. 13.—Blackburn.—Bridge.—Over Leeds and 
Liverpool Canal at Hall-st., for C.B. H. M. Webb, 
Borough and Water Engine er. Dep. £3 3s. 

Feb. 15.—London.—Steelwork.—790 tons structural 
steel work for ironfoundry, together with corrugated 
ashestos_ sheets, patent glazing with wired glass, 
galvd. C.I. piping and fencing pales, etc., etc., 
for Madras and Southern Mahratta Rly. Co. 
Directors, 25, Buckingham Palace-rd., 8.W.1 

Feb. 23.—Newry.—Bridge.—Single- leaf sisal swing 
bridge over canal at Godfrey Bridge, for U.D.C. C. 
Blaney, Town Surveyor. Dep. £1 1s.” 


ROAD, SEWERAGE, AND WATER 
WORKS. 


Jan. 30.—Coseley.—Sewerage.—11,000 yds. of stone- 
wire and cast-iron sewers, varying in size from 
6-in. to 15-in. diameter, manholes, and other appur- 
tenant works at Coseley, for U.D.C. eye tre ‘a 
Lichfield-s 


Son, engineers, Prudential- ~~ _eres 
Wolverhampton. Dep. £5 5 
Jan, 30.—-Farnworth.—Sewering — —Building of 


manholes, “quel etc., in back St. Germain-st., 
hack Harrowby- st., bee ‘Worsley- rd., and back Cle si- 


land-st., for U.D.C. . Ashton, E. and 8. Dep. 
£2 2s. 
Jan. 30.—Finchley.—Footpath.—In Nether-st., for 


U.D.cC. T. Harrison, E., 9, The Hawthorns, ’ Re- 
gent’s Park-rd., N.3. Dep. £1. 
Jan.  pinghten.—Invprevements. —In Green- 
lane, by Soo Cottage P.H., for U.D.C. TT. Har- 
rison, E., 9, The Hawthorns, Regent’s Park-rd., 
N.3. Dep. £1. 
Jan. 30.—Finchley.—Sewer.—Surface water sewer 


works near Avondale-rd. and Clifford-rd., East 
Finchley, for U.D.C. T. Harrison, E., 9, The 
Hawthorns, Regent’s Park-rd.. N.3. Dep. £1. 
Jan. 30 50..-Rentrew.—Setts.—iirst or Upper Dis- 


trict.—Metal sections of roads in the first or upper 
district, also for borders, setts and chips for Ren- 
frew C.C. R. Drummond, Road Surveyor, 18, Forbes- 
place, Paisley. 

Jan. 30.—Shardiow.—Sewers.—Six branch sewers. 
comprising 533 yds. .of 9-in. stoneware pipes and 
992 vds. of 6-in. stoneware pipes, with appurtenant 
manholes, at Chaddesden. for R.D.C. Elliott and 
Brown, Coartered Civil Engineers, Burton Build- 
ings, Parliament-street, Nottingham. Dep. £2 2s. 

Jan. 30.—Shoreham.—Sewer.—Laying 9-in. sewer 
in Connaught-av., also for 9-in. and 6-in. sewers in 
Upper-rd., also for 9-in. sewer in Erringham-av., 
also for 6-in. sewer in Mill-av., for U.D.C. Town 8. 


Jan. 30.—Tilbury.—Road. —Reconstruction in re- 
inforced concrete of roadway and approaches of 
Arrols-bridge from Dock-rd. to Ferry-rd. (approxi- 


mately 5,450 superficial yds.), together with the pro- 


vision and laying of artificial stone slab paving 
kerhing and gullies, etc., for U.D.C. 8. A. Hill- 
Willis, E. and S. Dep. £3 3s. 
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Jan. W.—Totnes.— Road. 
B.S. Dep. £1 1s. 

Jan. ¥.—Woking.—Making-up.—Park-rd., (East), 
length 770 yds., approximately: Park-rd., (West), 
length 303 yds., approximately ; Thornash-rd., length 
300 yds., approximately; Manor-rd., length 140 yds., 
approximately; Horsell-rise, length 380 yds., 
apgrenmmatery ; for U.D.C. G. J. Wooldridge, E. 
and 8. 

Jan. 3l.--Carlisle.—Main.—Laying of approxi- 
mately 975 yds. of Sin. cast-iron water main near 
to and in village of Aglionby, for R.D.C. . 
Barker, 8., 5, Victoria-place. 

Jan. 31.—Easington.—Making-up.—(a) Easingten 
Colliery—Back Seaside-lane South, side street (No. 
2), Bede-st., side street (No. 3), Bede-st., back 
Bede-st., Seaside-lane to Crawlaw-rd. (b) Wheat- 
ley-hill—Back Cemetery-rd. East and side street, 
back Cemetery-rd. West and three side streets 
(c) Seaham—Cross-st., Setween Model-st. and 
Clara-st. back, for R.D.C. R. Urwin Harper, 
Highways Surveyor, Castle Eden, Co. Durham. 

Jan. 3l.—Epsom.—Sewers.— Iron and_ stoneware 
pipe sewers, manholes, etc., in Rookery Hill, Farm- 
lane and Park-lane, Ashtead Park estate, for 
R.D.C. FP. A. Pratley, 8. 

Jan. 3l.—Parnham.—Making up.—Surface water 
sewerage, kerbing and making up of Bullers- 
rd., about 540 ft. in length, for U.D.C. L. H 
Starling, EB. and 8. 

Jan. 31.—Guildford.—Improvements.—Widening 
and improving Sherbourne-lane, Albury, for a length 
of approximately 90 yds., for R.D.C. J. Anstee, 
E. and 8. 

Jan. 3l.—Rathmines and Rathgar.—Pipes.—435 
tons of Sin. cast-iron pipes, for U.D.C. S8. 

Feb. 1.—Clacton.—Reconstruction.—Of Coppins- 
rd., for U.D.C. 8 

Feb. 1.—Haslemere.—Making-up.—Courts  Hill- 
rd., 630 yds., and Courts Mount-rd., 430 yds., for 
U.D.C. C. A. Best, 8. Dep. £2 2s. 

Feb. 1—Haywards Heath.—Sewers.—%7 lin. yas 


878 super. yds., for T.C. 


of 12-in. and 24-in. surface water sewers in Perry- 
mount and Mill Green-rds., for U.D.C. G. Plummer, 
Ss 


Feb. 1.— Mendon. — Kerbing.—Also making-up 
Station-rd., and Cambridge-rd., for R.D.C. H ‘ 
Rackham, 8. Dep. £1 ls. 

Feb. 1.—Hendon. — Improvements.—At Manor 
Park-crescent, Edgware, for length of approxi- 
mately 100 yds., including kerbing, formation of 
tar-paved footway, tarmacadam carriageway and 
extension of 9-in. surface water drain, for R.D.C. 
H. W. Rackham, E. and 8. Dep. £1 Is. 

Feb 1.—Move.—Paving.—-Making-up roadway, 
laying new channelling and paving, and other 
works in Braemore-rd., for T.C. BS 

Feb. 1.—Liverpool.—Roads.—And sewers works on 
various housing estates, for T.C, Walter Moon, 
T.C. Dep. £1 1s 

Feb. 1.—-Peebles...Pipes.—Providing and deliver- 
ing 915 tons of dry sand cast-iron pipes from 
9 to 4 in. diameter, for T.C. J. and A. Leslie and 
Reid, C.B., 72a, George-st., Edinburgh. Dep. £1. 

Feb. 1.—Wembliey.—Making up.—Brookfield-cres., 
Kenton, approximate length 175 yds.: Thurlow- 
gdns., Wembley, approximate length 200 yds.; Fair- 
view-av., Wembley, approximate length 100 yds., for 
U.D.O. O. BR. W. Chapman, E. and 8., Dep. £1 1s. 

Feb. 2.—Keynsham, — Making-up.—Sherwell-rd., 
Brislington, about 290 yds., in length, on Council’s 
housing estate, with water-bound macadam (surface 
dresse¢ )s kerbing, tarmacadam footways, and in- 
cidental works, for R.D.C. H. W. Argile, Building 
Surveyor, Der. £1 1s. 

Feb. 2.—North Bromsgrove.—Widening.—Widen- 
ing, foundation work, kerbing, channelling and 
surfacing, etc., of Gunner and Callowbrook-lanes, 
and construction of street No. 7, for U.D.C. G. W. 
Booth, 8S. Dep. £2 2s. 

Feb. 3.—-Manchester.— Drainage.—Plumber’s work 
in connection wifh drainage of houses and other 
premises, for T.4 J. Irvine, Manager of the 
Drainage Branch, 1, Mount-st Dep. £1 Is 

Feb. 4.—Bucktastleigh.—Sewer.—Laying of 9-in. 
sewer and 3-in. water main in Plymouth-rd., for 
U.D.c. Surveyor, Fore-st. 

Feb 4.--Manchester.—Sewer.—Construction of 
Manchester and Salford Joint Relief Sewer in Cheet- 
ham and Broughton, for T.C. City E. Dep. £3 3s. 

Feb. 4. — Nottingham. — Pipework. — Exhaust 
water and other pipework, valves, tanks, etc., for 
Corporation. Preece, Cardew & Rider, 8, Queen 
Anne's Gate, 8.W.1. Dep. £2 2s. 

Feb. 6,—Chingford.—Making-up. — Beresford-rd. 
(part of), Douglas-rd., Victoria-rd. (part of), 
Hampton-rd. (part of), for U.D.C. 8. J. Hellier, 
E. and 8S. Dep. £1 Is 

Feb. 6.—Dundee.—Main.—4,200 ft. of 10-in. inter- 
nal diameter steel tubes, lined centrifugally with 
bituminous composition, and with ends prepared for 
victaulic joints, for T.C. George Bhxter, Jr., 
Waterworks Engineer. 

Feb. 6.—€nnis.—Improvements.—In connection 
with the Ennis Waterworks, for U.D.C. P. J 
Meghen, B.E Commissioner, Town Hall, 
Co. Clare 

Feb. 6.—Pembroke. 


Ennis, 


Development of following 
sites, including excavation or filling and formation 
of the roads, laying down of concrete roads and 
concrete side-walks: also sewers and water mains. 
for sites at Newbridge-av., ‘ Willfield.”” Sandy- 
mount-ay Belmont site, Donnybrook; and laying 
down of concrete roads only for sites at Trishtown 
rd. (Fairview) Havelock Bath-av Meleadvy’s- 
field, Bath-av for U.D.C N. Montgomery, B.S 
£1 
Forming 
paving, metalling, 
good Colonial-ay Devon 
gdns., Wellesley-rd., for T.C. 


. 6. Twickenham. -Improvements 
levelling, kerbing. channelling 
concreting, and making 
croft-gdns., Poulett 
F. W. Pearee, B.S. Dep. £1 1s. 

Feb. 6.—Twickenham.—Paving.—Repaving with 
creosoted-deal blocks of an approximate area of 
850 super. yds. of carriageway margins in London- 
rd., for TC W. Pearce, B.S Dep. £1 Is. 


THE BUILDER. 


Feb. 7.—Deptford.—Pumping Machinery.—At the 
Deptford pumping station, Brookmill-rd., Dept- 
ford, London, 8.E.8, for M.W.B. Chief Engineer’s 
Department (Room 173), 173, Rosebery-av., E.C.1. 
Dep. £3 3s. 

Feb. 7.—Devonside.—Drainage.—Providing and 
laying about 3,500 yds. of 9-in. and 6-in. diameter 
fireclay pipe sewers and construction of sewerage 
purification works, for Clackmannanshire C.C. Car- 
frae & Morrison, C.E., 4, Hill-st., Edinburgh. 
Dep. £1. 

Feb. 10.—Looe.—Making up.—Portion of Hannafore 
Back-rd., for U.D.C. G. H. Ivory, 8. 

Feb. 11.—Great Ouseburn.—Sewerage.—1,700 lin. 
yds. of pipe sewers varying in size from 9 in. to 
18-in. diameter, together wich manholes and other 
works, in Acomb, for R.D.C. E. J. Silcock, en- 
gineer, 25, Victoria-st., Westminster, §.W.1. Dep. 
£5. 

% February 14.—Barking, Essex.—Road and 
Sewer Work.—Formation and kerbing, etc., of roads 
und the construction of soil sewers and surface 
water sewers, manholes, ventilators, etc., on_ the 
Upney Farm Housing Estate for the Barking Town 
L.D.c, ‘ Lay, Assoc.M.Inst.C.E., BS., Public 
Offices, Barking. 

Feb. 14.—Prestwich.—Making-up.—Sewering and 
draining of Chandos-rd., for U.D.C, M. A. Piercy, 
E. and S. Dep. £1 1s. 

Feb. 14.—Prestwich.—Sewers.—Roads and sewers 
on line of Heys-rd. and Heywood-rd., and extension 
of Deyne Valley sewer, for U.D.C. 8S. Dep. £3 3s. 

Feb. 20.—Cork.—Macadam.—Laying about 69,000 
super yds. of bituminous macadam on trunk road 
from Cork to Limerick, between Monard and Rath- 
duff, for C.C. R. F. O'Connor, C.S. 


Feb. 20.—Swindon.— Extensions. Construction of 
approximately 33 miles of 16-In. and 3? mile of 12-in. 
trunk mains and other incidental works in parishes 
of Ogbourne St. George, Chiseldon, W roughton and 
Swindon, for T.C. . B. L. Thompson, BS., 3, 
Regent-circus. Dep. £35 Ss an 

Feb. 21. — New Zealand. — Deviation. — Con- 
struction of Wellington-Tawa flat deviation, Wel- 
lington-New Plymouth Railway, for Public Works 
Dept. Le gy Commissioner for New Zealand, 
415, Strand, London, W.C.2. 


Competitions. 
(See Competition News, p. 168. ) 


Auction Sales, Tenders, etc. 


% January 31.—Whetstone.—Charles Sparrow and 
Son will sell at Torrington Hotel, North Finchley, 
freehold building land at Whetstone, Middlesex. 
Auctioneers, 57. High-st. N.12. 

Feb. 1, 2 and 3, 6, 7, 8 and 9.—Canterbury.— 
Street and Lewis will offer for sale on the premises, 
“Hales Place,” Canterbury, fixtures and fittings 
previous to demolition of the Mansion, contents of 
the chapel and theatre. The outside effects. | The 
fabric of the mansion will be sold for demolition. 
Auctioneers, 21, North Audley-st., Grosvenor-sq., 
London, W.1. 

*Feb. 7.—Shrewsbury.—Joseph Hibbard & Sons 
will sell without reserve, by order of the liquidator, 
B. N. Watkins, Esq., A.C.A., re Barker Bros. 
(Shrewsbury), Ltd., in voluntary liquidation, upon 
the premises at Smithfield-rd., sawmill plant, office 
furniture, also freehold premises. Auctioneers, 15, 
Newington-green, Islington, London, N.16. 

At an early date—Windsor—Knight, Frank & 
Rutley will sell in blocks or in numerous lots (un- 
less disposed of privately), by direction of the 
Council of the Imperial Service College Trust, 
freehold building land on the western fringe of 
the Royal Borough. Auctioneers, 20, Hanover-sq., 
London, W.1. 


Public Appointments. 


Jan. 30.—London.—Housing and Town Planning 
Inspector.—Required by the Ministry of Health. 
Director of Establishments, Ministry of Health, 
Whitehall, S.W., on prescribed torm. 

Jan. 3l.—treland.—Quantity Surveyor in the 
Ministry of Finance required by the Government 
of Northern Ireland. Secretary, Civil Service Com- 
mission, 15, Donegal-square West, Belfast. 

Jan. 31.—Swansea.—Assistant Quantity Surveyor 
required in the Borough Architect’s Dept. by the 
County Borough Council. H. L. Lang-Coath, Town 
Clerk, Guildhall, Swansea. : ; 

xFeb. 7.—Leicester.—Clerk of Works required 
for about eighteen months to supervise the erec- 
tion of new elementary school buildings, for the 
Leicester E.C. F. P. Armitage, Director of Edu- 
cation, Town Ilall, Leicester. ; 

Feb. 8.—Leicester.—Chief Architectural Assis- 
tant in the Dept. of the City Engineer and Sur- 
veyor required by the City Council. A, T. Goose- 
man, M.Inst.C.E., City Engineer and Surveyor, 
Town Hall, Leicester. : 

Feb. 11.—London.—Secretary required for the 
Royal Sanitary Institute, to take up duty at the 
end of June next. Chairman to the Council, %, 
Buckingham Palace-rd., London, S.W.1. 

Feb. 15.—Southend-on-Sea.—Principal required at 
the Municipal School of Arts and Crafts by the 
Southend-on-Sea Education Committee. John Sar- 
gent, Director of Education, Education Office, 20, 
Warrior-sq., Southend-on-Sea. ; 

—Tanganyika.—Inspector of Works required 
by the Government of Tanganyika Territory, for 
the Public Works Dept. for a tour of 20 to 30 
months’ service with possible extension. Crown 

Agents for the Colonies, 4, Millbank, London, S8.W.1, 
quoting M /41 
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NEWS ITEMS 


Diaries and Calendars. 

We acknowledge with thanks the receipt 
of diaries or calendars from the following - 
E. B. Holmes & Co., Ltd.; Winget (1924). 
Ltd.; R. K. Burt; A. T. Morse, Sons & Co. 
Ltd.; Kenneth Craig & Partners; and | red. 
erick Parker, Ltd. 

Thames Eridges : Report to City Corporation. 

The report of the Bridge House Estates 
Committee, dealing with the recommendations 
ot the Royal Commission on Cross-Rive 
‘lraffic in Londen, has been circulated to 
members of the Court of Common (Council. 
An interesting feature of the document is a 
map showing the two schemes side by side—~ 
St. Paul’s Bridge and Ludgate Bridge. The 
conclusions of the report suggest that the 
Committee, in asking the Corporation not to 
construct the suggested Ludgate Bridge, are 
still of opinion that there should be a river 
bridge at St. Paul’s. In conclusion the report 
states :—‘* The Commission admit the neces 
sity of another bridge within the confines of 
the City, and we have examined their proposal 
with every desire to adopt a suitable alterna- 
tive to that already approved by Parliament, 
if it will afford real relief to the daily increasing 
traffic in the City; but we can only regard 
the *‘Ludgate’ Bridge as hastily conceived, 
unsuitable in its toute, and impossible to 
carry out at anything like the cost indicated 
in the Commission’s Report; and we unani- 
mously recommend your Honourable Court 
not to adopt it. We have given serious con 
sideration to the position which has arisen, 
and to the need, which is admitted, for relief 
to the increasing City traffic, and we are 
unanimously of opinion and recommend that 
we be authorised further to consider and 
report on the whole question of cross-river 
traffic within the City area.”’ 


Modern Methods in Building. 

The report of the Building Research Board. 
published by H.M. Stationery Office, gives 
details of the efforts that have been made to 
meet the demands of the industry for rapid 
and more economical wethods of building. 
Dealing with the reason why general research 
is necessary, the report says :—‘*‘ The build- 
ing industry should be regarded as including 
activities in relation not only to the actual 
construction or erection of buildings and 
problems in their design, but to the mana- 
facture and preparation of the materiais used. 
An idea of :ts magnitude may be gained from 
the fact that in 1921 roughly 1,000,000 adults 
were engaged in related occupations, and that 
the cost of buildings for which plans were 
approved in 1925 in 148 towns in Great Britain 
—representing an aggregate population of 
nearly 16,500,000—is estimated at £66,623,000. 
There are many specialised sections within the 
industry ; its boundaries are ill-defined; it 1s 
far from being a homogeneous unit; its 
technical difficulties are complex, and thei! 
elucidation calls for assistance from many 
branches of knowledge. The materials used 
and the methods of construction have, in most 
cases, been developed and standardised afte! 
processes of trial and error extending back 
through centuries. The industry is, in fact, 
controlled by tradition, and pays respect 
mainly to practical experience and craft-skill 
Present-day civilisation, with its large indus 
trial population and call for bigher and highe! 
standards of living, is making demands on the 
building industry far beyond those which led 
to the evolution of these traditional materia’ 
and methods. The new problems might he 
solved to some extent by the old purels 
empirical processes of trial and error, !ut suc! 
processes are too slow and costly. nly by 
the application of modern scientific ! ethods 
can satisfactory solutions be found which W! 
meet the modern demand for rapid erect! 
and durability, combined with economy | 
The special work that has been ca d ro 
includes a series of experiments in connect 
with the acoustic designs of the Legisiat 
Chamber at Delhi, for a conference il os 
the League of Nations at Geneva, a0 ow 
hall at Melbourne. 








eS 





JanvaRy 27, 1928. 


THE BUILDER. 


PROPOSED NEW BUILDINGS & OTHER WORKS* 


In these lists care is taken to ensure the accuracy of the information given, but it may occasionally 
happen that, owing to building owners taking the responsibility of commencing work before plans are finally 
approved by the local authorities, “ proposed ” works at the time of publication have been actually com- 
menced. Abbreviations: T.C, for Town Council ; U.D.C. for Urban District Council; R.D.C. for Rural 
District Council ; E.C, for Education Committee ; B.G. for Board of Guardians; B.C. for Borough Council ; 
PC, for Parish Council; M.H. for Ministry of Health; M.T. for Ministry of Transport ; C.B. for County 


Borough ; B. of E. for Board of Education ; M.A.B. for Metropolitan Asylums Board; and 


M.W.B. for 


Metropolitan Water Board ; Borough Surveyor, B.S.; Borough Engineer, B.E.; District Surveyor, D.S. ‘ 


Clerk, C.;_ 
Surveyor, 5.5 


accrington.—T.C. passed plans for 4 bungalows 
, Haywood-rd., for Chambers & Rawstron. : 

Ackworth.—Owners of Eagle Brewery, Wakefield, 
propose to erect an hotel at the junction of the 
Wakefield-Doneaster-rd., and Pontefract-Barnsley- 


! 

Malgertey Edge.—Board of Management of Alder- 
ey Edge Cottage Hlospital, in order to provide 
ccommodation for installation of an X-ray appa- 

‘tus, decided to make additions to institution. 
Plans by Messrs. Halliday & Agate, A. & L.R.I.B.A., 
i4 John Dalton-st. — é 

Amersham.—Commitiee been formed by R.D.C. 

, consider housing question. 

Ashton-under-Lyne.—J. Bennett, Chinley, acquired 
corner site having frontages to William-st. and 
Manchester-rd., where they propose to erect a 
vetrol-filling station. Plans by Burton Percival & 
Lever, architects, 150a, Stamford-st. 
Aylesbury.—Bucks ©.C. are to make application 
to M.H. for sanction to £52,580 for additional County 
Offices. 

‘Ballybunion.—Kerry County Board of Health pro- 
nose to construct a reservoir. 

Ballymoney.—Plans for new schools at Drumadoon 
and Drumnakeel been passed at meeting of North 
\ntrim Regional BG. 

Ballyroney.—Foundation stone of a new Presby- 
‘erian Church on site of old one been laid, Build- 
ing will cost £7,000 and seat 625 persons. 

Bangor—Report on proposed improvement of 
Harbour, prepared by Harbour and Market Com- 
mittee, passed by U.D.C. . 
Barnes,—U.D.C. approved 6 garages in Glentham- 
rd for A, Quilter. 

Barnet.—Sanction been received by U.D.C. from 
M.H., for erection of 20 non-pariour houses, on 
Chesterfield estate, and loan of £7,000. : : 
Barnsley —M.H. sanction borrowing by T.C. of 
£3,000 for conversion of ground floor of Corn 
Exchange into shops. 

Bathampton.—Bath R.D.C. approved plans for 
new Wesleyan Chapel, Warminster-rd., at top of 
Down-lane. Building will seat about 130 persons. 
Becontree.—L.C.C. recommend that, subject to 

consent of M.H., three plots of land in Longbridge- 
rd. be let to J. G. Tilley for erection of shop pre- 
mises with living accommodation. ’ 

Bedford.—T.C. passed plans for 4 houses, West- 
feld-rd., Hi. Young & Son. 

Belfast.—Foundation stones of new Cregagh 
Presbyterian Church, which will cost £8,300, have 
been laid. Attached to new church will be Allen 
Memorial hall.—Plans approved by City Surveyor :- 

3 houses in Meekong-st.. for R. O. Templeton: 
architect, J. MacGeagh: 19 houses in Oval-st., for 
D. MeClean: architect, J. MacGeagh; 20 houses in 
Oval-st., for R. J. Whitla: architect, J. MacGeagh ; 

houses, Collinview-st., for D. Boyd: architect, 
J. McAlery; 3 houses, Willowholme-st., for J. 
McMaster: architect, T. Callender; 3 houses, 
Tate’s-av., for R. Alcock; mission hall, Conlon-st. 
and Malvern-st., for W. Playfair: architect, 4. 
MacGeagh; 4 villas in Rosapenna-drive, for Smith 
& Noble—Governors of Royal Victoria Hospital 
considered proposal for amalgamation of Maternity 
Hospital with Royal Victoria Hospital and decides 
to recommend amalgamation. 

Bexley.—U.D.C. passed plans :—34 houses, Boun- 
dary-rd., Blackfen, for Wade, Archer & Co., sub- 


mitted by A. Hargreaves; 10 houses, Church-rd., 
ind 8 he Percy-td., Bexleyheath, for H. Ala- 
haster: addition to old generating station, Bexley, 
for Dyer, Son & Tlilton; 4 houses, Hurst-rd., for 
James & Norman; 16 houses, Hansol-rd., Bexley- 


eath, for E. J. Webb. a 

Birmingham.—Notice been given by Corporation 
that tl intend to sanction erection of certain 
special hnildings (a) school in Dolphin-lane, Acock’s 
Green; (4) school in Hartfield-cres., Acock’s Green : 
nd 5 motor houses adjoining the canal off 
Yardley-rd Acock’s Green. 

Bolton.—Members of Tonge Fold Wesleyan Church 
re raising funds for school extension scheme pro- 
idins mary department and increasing class- 
woms with modern kitchen accommodation, esti- 
lated to cost £2,500.—A lay-out prepared by B.F. 
heer proved for 108 houses on land off Tonge 
Mow Pians been approved for racing track 
na - estimated to cost £75,000, at Salford- 

| 
, Brentwood.—Reconstruction and extensions are to 

; it Sv London Co-operative Society at 
stares High-st. 

Bristo!.—Bristol Co-operative Society, T.td., are 
to erection of large headquarters and 
stare Lawrence -hill, Architect, L. G. Elkins, 
F.RIBA.. 99, Leman-st., F.1. 

, Buckland Monacherum.—Plans have heen passed 

a lock R.D.C. for house at Quarry-park. 
en L. F. 
Caine.—The Wiltshire Standing Joint Committee 
wy ta police station on site in London-rd. 
o Canning Torn.—Plans being prepared for London 
“operative Society for premises in Rathbone-st. 


Vanstone, 15, Old Town-st., Ply- 
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Town Clerk, T.C.; County Engineer, C.E.; County Surveyor, C.S.; County Architect, C.A. ; 
Engineer, E.; Borough Architect, B.A.; Architect, A. 


Carlisle.—E.C. obtained sanction from B.E. te 
erect two new central schools, at £80,000. 

Chatham.—T.C. passed plans for 6 houses, Pawitt- 
st., for W. T. Davis and Son. 

Chester.—City S. submitted sketch plan showing 
elevations of houses and shops proposed to be 
erected on site at junction of Mill-st. and Hand- 
bridge. 

Cinderford.—Branch office is to be built for 
Lloyds Bank, Ltd. Plans by C. W. Barnard & 
Partners, 14, The Promenade, Cheltenham. Builders, 
Estcoat & Sons, Barton-st., Gloucester. 

Coleraine.—Ministry of Home Affairs approved 
loan of £5,250 by local U.D.C. for 18 houses. 

Cork.—Engineer to Harbour Board reported that 
—— “ree uay wharf required decking with con- 
crete. 

Darlington.—Library Committee recommends new 
wing to Edward Pease library, at £25,000. 

Doncaster.—R.D.C. and Askern P.C. are proposing 
to erect new secondary schoo] on a site at Saw- 
thorpe. 

Dublin.—Loan of £44,000 been sanctioned by Free 
State Local Government Department for purpose 
of reconstructing and extending Municipal Abattoir. 
—R. M. Butler, F.R.I.B.A., 23, Kildare-st., pre 
pared plans in connection with proposed recon- 
struction of 45, Lower Gardiner-st., for Royal Bank 
of Ireland, Ltd.—Commercial Public Utility Society 
decided to erect 43 houses, at £1,000 each, in 
Griffith-av., between Upper Drumcondra-rd., and 
Gobsegreen-av.—R. Boyd-Barrett, A,R.I.B.A., 7, 
Upper Sherrard-st., lodged plans with City Archi- 
tect for erection of out-patients’ department ut 
Teach Ultain, 37, Charlemont-st. 

Durham.—E.C. are considering erection of a new 
school. 

Eastry.—_R.D.C. approved plans by Pearson & 
Dorman Long in respeet of 22 houses proposed to 
be erected by them at Betteshanger Colliery. 

Enniscorthy.—U.1).C. are to apply for loan to 
build 20 houses. 

Esher.—Council approved plans by J. Lawson for 
14 houses fronting Angel-rd., Thames Ditton, on 
Rythe House land, 

Foleshill.—Six houses, Walsgrave-rd., Wyken, been 
appreved by R.D.C. 

Friern Barnet.—Surveyor to U.D.C. prepared 
scheme for erection of stables, etc., at Council’s 
central depot at £604.—Plans approved :—14 houses, 
Ruxted-rd., Auburn & Sons; 6 _ houses, Friern 
Watch-av., J. Hutchinson. 

Gravesend.—T.C. sanctioned plans for Bridgland 
and Clay for 6 houses at Ridgeway-av., for W. E. 
and H. E. Thomas, Ltd. 

Great Yarmouth.—At a cost of £17,500, T.C. is to 
improve North Parade gardens. 

Halifax.—Halifax Permanent Benefit Building 
Society are to erect offices. Architects, Clement 
Williams & Sons. 

Harrow-on-the-Hill.—British Dominion Films, 
Ltd., purchased large site to build film-producing 
studios. Plans %y II. A. Gold, F.R.1I.B.A., 14, 
Bedford-row, W.C.1. 

Hastings.—T.C. approved plans:—8 houses, Ber- 
lin.-rd., C. Hf. L. Greenhill, per F. Bowcock, archi- 
tect. 

Hemsworth.—M_.I1. considering U.D.C. application 
for new market. 

Hendon.—L.C.C. recommend, subject to consent 
of M.IHI., a site at Watling estate be let to Hendon 
Electric Supply Co., Ltd., for erection of a trans- 
former station. 

Hornchurch.—As 2 memorial to Jack Cornwell, 
V.C., cottages are to be *®nilt. 

Huntworth.—A_ = svear__sibeet 
£500,000 is to be huilt. ‘ 
tford.—London Co-operative Society propose erect- 
ing store at 201, Tlford-lane. 
Jarrow.—T.C. insiructed B.S. to prepare estimate 
of cost of Shakespeare-st. reconstruction scheme, to 
include the erection of 90 houses. : 
London.—1L.C.C. decided to offer no observations 
with regard to the undermentioned proposals :— 
Surrey—new school at Mitcham for 272 children; 
Penge—new school at Anerley for about 800 child- 
ren: Beckenham—new school at Elmer’s End for 
about 1,200 children. 

London (Battersea).—B.S. is fo carry_out repairs 
at £200 5s. 3d. at 55, Mundella-rd.—Repairs are 
also to be carried out at Latchmere-rd. Saths at 
£128.—Subject to M.H. and L.C.C. approvals, ad- 
ditional accommodation be provided at ‘‘ South- 
lands” tuberculosis dispensary at £217 

London (Bermondsey).—L.C.C. recommend _bor- 
rowing by B.C. of £3,248 for housing purposes. 
London (Bethnal Green).—At cost of £6.0%, 
L.C.c. is to convert Turin-st. school into men’s 
evening institute. 

London (Fulham).—B.C. received M.T. approval 
for scheme for improvements at junction of Wands- 
worth Bridge-rd. and New King’s-rd., by demolition 
of convenience and re-erection. 


London (Greenwich).—L.C.C. recommend borrow- 
ing by B.C. of £3,021 for housing purposes. 


factory costing 
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London (Hackney).—B.C. received reference from 
Electricity Committee stating that it has become 
necessary for them to invite tenders for extension 
of buildings at Balcorne-st. sub-station.—Plans 
passed :—Woodward & Co., offices and warehouse, 
73 and 75, Shacklewell-lane; A. J. King, Ltd., 
factory premises at rear of 5 and 7, Wellington-rd. ; 
A. Tate, 20 lock-up shops on railway bank, Ridley-rd. 
_ London (Lambeth).—L.C.C. sanctioned £220 for 
improvement of lavatory accommodation at London 
School of Printing. 

London (Lewisham).—B.C. passed plans:— 
Middietons (Builders), Ltd., 5 houses and 3 
garages, Polsted-rd.; Middletons (Builders), Ltd., 
6 houses and 2 garages, Montacute-rd.; A. Framp- 
ton, 7 shops, Bromley-rd.; A. J. Glock, 9 houses, 
Blacklands-rd.—L.C.C, recommend £8,652 in respect 
ot a building grant to governors of Lewisham 
Vrendergast School, towards cost of an additional 
story and other improvements to school. 

London (St. Pancras).—B.C. recommend appli- 
cation to Electricity Commissioners for £18,220 in 
connection with improvements at Highgate-rd. 
sub-station,. 

London (Stepney).—B.C. passed plans :-—Iayward 
& Maynard, building Nos. 133/5, Sidney-st.; B. J. 
Belsher, building upon southern side of Narrow-st. 

London (Wandsworth).—B.C. passed plans :—Hud- 
son Bros. (Builders), Ltd., in addition at rear ot 
Congregational Church, East Hill, Fairfield; F. J. 
Barrett, 4 houses with garages on site in Valiey- 
field-rd., Streatham; Ward & Pearce, 8 houses and 
4 garages, Broomhill-rd., Southfield; F. H. Hooper, 
11 houses, Queensville-rd., abutting on Parkthorne- 
rd., Clapham South. 

London (Westminster).—L.C.C. are to spend over 
£200 on alterations, etc., at the County Hall. 

Londonderry.—Plans been lodged with Corporation 
for 19 houses, Mariborough-rd., St. Columb’s-rd., 
Limewood-st., and Eden-terr. 

Lowestoft.—T.C. recommend that plan of B.S. 
submitted for erection of shelter accommodation on 
South Beach between Neptune and Wellington 
Chalets and for provision of a lock-up shop thereat, 
at £355, be approved. 

Luton.—T.C. passed plans:—4 houses, Maryport- 
ra., W. J. Ashton; 6 houses, Felix-av., A. Hayward; 
extensions to works, Davis Gas Stove Co. 

Manchester.—Public Health Committee decided 
on site at corner of Denmark-rd. and Oxford-rd., 
for tuberculosis offices and dispensary.—J. A. Ander- 
son, Wilmslow-rd., Fallowfield, is proposing to erect 
shops and showrooms. Plans by Broughton, Atkin- 
son, Eagle & Sons, architects and surveyors, 37, 
Brown-st.—F. W. Buckenham, Marcer-st., is pro- 
posing to erect packing-shed. Plans by T. H. 
Patching, 14, Mansfield-av., Blackley—Board of 
Management of Ancoats Hospital, Mill-st., Ancoats, 
ure proposing to make additions to institution. 
Plans by Thomas Worthington & Sons, F.R.I.B.A., 
178, Oxferd-rd.—Trustees of Mission Hall, Hodge- 
lane and Sash-st., Salford, are proposing to erect a 
permanent building on site. Plans by F. H. Brazier, 
A.R.1.B.A., architect, 7, Market-st., Altrincham. 

Margate.—T.C. passed plans for 16 houses, 
Waverley-rd., Westbrook, H. Goodban. e 

Newport (Mon.).—C.B. selected a site on Maindee 
for public convenience, and B.E. is to prepare 

lans and make application to M.H. for £1,500.— 
M.H. forwarded sanction to. borrowing of £350 
for provision of a public sanitary convenience in 
Corporation-rd.—Application is to be made to M.H. 
for sanction to borrow £14,750 for purchase and 
adaptation of “ Stelvio’’ House and land adjoin- 
ing for purposes of a public museum, art gallery 
and/or library.—Council received sanction to bor- 
rowing of £2,111 for building and plant in con- 
nection with High-st. sub-station.—Plans passed :— 
17. Wharf-rd., warehouse, J. Thomas, for E. Wil- 
liams; Windsor-rd., 3, houses, T. Addis & Sons, 
for H. Budgen; Milton-rd., 4 houses, Phillips, 
Berry & Smith. 

Newry.—J. Fleming, builder, notified Council of 
his intention to build 37 artisans’ houses at Mona- 
ghan-st. 

Newton Abbot.—U.D.C. approved plan for Newton 
Abbot Development Co., Lid., for proposed lay-out 
of higher portion of Milber site, also for erection 
of nine pairs of houses thereon. 

Northampton.—Greyhound Racing Track Co. pro- 
pose seeking permission for erection of picturesque 
bridge across river from approximately the bank 
adjoining the Fair Ground to meadow on other 
site.—Proposed to enlarge the county offices at a 
cost of approximately £20,000. Plans by Talbot 
Brown & Fisher, FF.R.I.B.A., Burystead-place. 
Wellingborough. é “aS. . 

Omagh.—Technical Instruction Committee received 
intimation that Regional Education Committee pro- 
pose erecting technical school. ae 

Padiham.—Funds being raised for reduilding of 
Hall Hill Wesleyan Chapel. ; 

Pembroke.—U.D.C. received letter from Free State 
Department of Local Government and Public 
Health, intimating sanction of grant of £1,80) for 
development of three housing sites—at Fairview, 
Meleady’s Field, and Havelock Field. 

Plaistow.—London Co-operative Society are to 
erect premises at 283-287, Barking-rd. : 

Plymouth.—C.B. are considering site for public 
abattoir—Plans are being prepared for new shop 
fronts and offices at 117 and 118, Tavistock-rd. 
Architect, L. F. Vanstone, 15, Old Town-st. 

Portadown.—Lurgan R.D.C. approved plans:—12 
houses, Lenaghery, for T. H. Spence.—U.D.C. ap- 
proved plans for 18 houses for P. McAneney and 
2 shops for P. Flanagan. 

Portsmouth.—Adrian J. Sharp. architect to E.C., 
is to prepare plans for school for 800 scholars on 
Portsmouth-hill. 

Portstewart.—Electricity Commissioners informed 
U.D.C. of approval of proposal to erect and equip 
a new generating station for supply of current to 
town, 
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Preston.—Health Committee instructed B.S. to 
prepare plans and estimates for extending the ad- 
ministration block at hospital.—Ribble Committee 
approved plans for new dock offices and authorised 
Engineer to prepare plans and estimates.—Munici 
pal Buildings Committee approved plan for offices 
adjoining the Market offices in Birley-st. 

Radeclitfe.—Town Housing Council are proposing 
tg erect 50 houses. 

Ramegate.—T.C. is making arrangements for de- 
veloping old Harbour Station site. Proposals in- 
clude use of old tunnel as a shelter and provision 
of a bandstand. 

Rathmines.—U.D.C. received sanction from 
Minister of Local Government for £5,000 in con- 
nection with the development of Kimmage-rd 
housing site. 

Raynes Park.—New elementary school for 567 
children is to be built 

edear.—T.C. adopted a £3,000 scheme for con- 
version of open_pierrot stand into a concert hall 
to seat 800 people. 

Rochdale.—Pheenix Brewery Co., Lid., Heywood, 
are proposing to make improvements to Bridge Inn 
Public House, Oldham-rd. Plans #y H. Il. Clough, 
Newgate-chbs.—B.S, prepared plans for lay-out of 
Nook Farm estate, Whitworth-rd., which is to pro- 
vide a site for 420 houses. 

Rochford.—Pians been prepared for stores for 
landon Co-operative Society at North-st. 

Ross.—Funds are being raised by Fr. J. McCarthy 
and congregation of R.C. Church, Corpus Christi- 
lane, for new edifice. An architect has not yet 
been appointed 

Smethwick.—Plans been prepared Sy T. Randle, 
Bank-chambers, High-st., for alterations and im- 
provements to the Majestic Picture Theatre in 
Bearwood-rd., Bearwood. 

Southall.—_The vicarage is to be demolished to 
make room for shops. 

Southend-on-Sea.—Corporation are building open 
air school costing £10,000.—C.B. passed plans :—2 
houses and 2 garages, Thorpe Hall-av., G. T. 
Genever; 6 houses and 6 garages, Kensington-rd., 
Thorby Bros.; 3 bungalows, Selwyn-rd.. H. C. 
French; 3 lock-up shops and hall at rear, Leigh-rd., 
R. Walker: 4 houses, Elmsleigh-drive, A. W. Good- 
hew; 38 houses, Glenhurst-rd., A. Bint & Co. 

Staines.—M.H. held inquiry into application by 
k.D.C,. for approval of preliminary statement of 
proposals for development in connection with town 
planning scheme, 

Strattord.—London Co-operative Society are to 
erect stables and greengrocery warehouse at Mary- 
land-st, 

Stretford...U.D.C. passed plans:—52  howses. 
King's-rd., for J. G. Whitelewge: 6 houses, Sandy- 
lane, for J. W. Maunders.—U.D.C. resolved that 
application of B. Monk for permission to proceed 
with erection of a service station and garages in 
Chester-rd., Old Trafford, be approved. 

Surrey.—C.C. approved plans for new arterial road 
from Hampton Court to Esher. 

Swansea.— Borough Architect submitted plan for 
additional lairage, etc., at abattoirs, and application 
is to Se made to M.H. for sanction to £1,800 for 
carrying out work.—Council are proposing to pro 
ceed with erection of an asylum.—C.B. resolved 
that a lease of land having a frontage to Cockett 
rd. be granted to 8. Davies for shop and house 
and 10 pairs of semi-detached houses. 

Swinefieet._-Vicar of Swinefleet announces inten 
tion to build parish hall on site of old building. 
Plans by F. Turner, architect, Goole. 

Tottington.—Committee been formed in connection 
with provision of a War Memorial for district. 

Tullamore.—Fever hospital is to be built on 
grounds of County hospital 

Upton.—John Smith’s Tadcaster Brewery Co 
propose to erect an hotel in Wagon-lane.—A licence 
is being sought by Carter's Knottingley Brewery 
Co., Ltd., in respect of hotel premises, which they 
propose to erect upon a site fronting Wagon-lan 

Warminster.—Fund of £18,000 been promoted for 
local cottage hospital. Plans by Eleock & Sut 
cliffe. FF.R.I.B.A., 21, Northumberland-av., W.C.2 

Warrington.—Members of Wycliffe Congrega 
tional Church have acquired site at Elmwood-av., 
where it is proposed to erect a new branch church 

Rev. J. Kewley and congregation of Wesleyan 
Church, Stockton Heath, Warrington, are proposing 
to make extensions to their Sunday schools. 

Watford.—W Farren & Son, Beechcroft-rd., 
Rushey. are to build about 50 houses on estimate 
in Sherwood-rd 

Whickham.—Cottage Hospital governors decided 
to enlarge institution 

Whitley Bay.—A new five-miles promenade and a 
bathing pool are to be erected 

Wiltshire.—Standing Joint Committee have de- 
cided to erect police houses at Burbage, Castle 
Combe, Fovant, Brokenborongh md Grafton 

Wood Green.—1U.D.C. received M.H. sanction to 
borrowing £1,565 in respect of works in connection 
with provision of dwellings for persons of the 
working-classes, James- and Croxford-gardens 
M.H. stated that Council were now at liberty to 
obtain tenders for erection of the Combined Welfare 
Centre on White Hart-lane site.—P'ans passed 
Eldon-rd., houses, J. Hamilton & Son, for P. 
Pryor 

Worthine. 7S passed plans 5 lock up 
farawes at 4 Sompting-rd ) ee || T illwwhite: 
6 houses, Rruce-av., A. M. Lyne per H. M. Potter: 
+ honses and shons,. Tarring-rd.. Snarks Rros, ner 
Ee. W. Sparks.—Plans and estimates for completion 
of Secondary echool for hove been submitted to 
governors, Extensions are estimated to cost £10,000 


FIRES. 


Lessendrum.—Mansion house of Lessendrum, near 
Huntly, Aberdeenshire, belonging to Captain J. K. 
Murray Bisset, been destroyed by fire. 
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TRADE NEWS 
A London Building-Board Convention. 

To-day, Friday, is the last day of a con- 
vention of some 130 of their distributors and 
1epresentatives throughout the country which 
the Merchant Trading Co., Ltd., of 52, 
Bishopsgate, E.C.2, have been holding at 
their omeces. The convention has been de- 
signed to bring together the English, Welsh 
and Irish distributing houses of the well 
known building board, Celotex. 

An Essex Timber Firm. 

We learn that Mr. L. Hall, timber im- 
porter and moulding manufacturer, of Ley- 
tonstone, E., has recently acquired the old- 
established business of Boardman & Co., 
North-street, Romford, Essex. Under the 
new management increased stocks of timber, 
mouldings and doors will be held at Rom- 
ford, and greater facilities for delivery will 
be available. 

Domestic Boilers. 

Messrs, Wm. Pryor & Co., Ltd., Dalston 
Junction, E. 8, issue several new leaflets 
drawing attention to their “‘ Norlond”’ do- 
mestie boilers. Advantages claimed for these 
are that the hot plate is bigger, and that 
there is no need to open the fire door either 
to use a poker or to see the fire itself. 
These leaflets, which contain a number of 
interesting testimonials as to the boiler’s 
efficiency, will be sent on application. 

A Gas-Saviag Cooker. 

The Gassaver Cooker Co., Ltd., of &, 
Victoria-street, S W.1, have placed on the 
market their new ‘‘ Gassaver’’ patent cooker, 
for which a saving of 50 per cent. on gas is 
claimed. We learn that using one gas-ring 
only, the cooker will roast, bake, boil, steam, 
and fry, all at the same time. All wearing 
parts are of cast iron, which ensures stability 
and durability. A booklet giving full de- 
scription and illustrations of this cooker will 
be forwarded upon application to the makers. 


Portable Macadam Plant. 


The new Parker portable tar and bitumi- 
nous macadam plant of the oil fire type—put 
on the market by Frederick Parker, Ltd., of 
Leicester—is of more than usual interest to 
all contractors and municipal and county en- 
gineers. We hear that the lay-out of the plant 
as a compact transportable unit is a good 
example of economy of space and weight, 
combined with ample strength and a high 
degree of working efficiency. Full details 
may be obtained from the manufacturers. 
British Industries Fair, Birmingham, 1928. 

We learn that Mess:s. Wadkin & Co., of 
Leicester, are showing a number of wood- 
working machines at tins Fair. They consist 
of the following :—Semi-auto wood muller, 
model WH; 20 in. by 9 in. combined surfacing 
and thicknessing machine, model MK; 6 in. 
surfacing machine, model RAD; combined 
chain and chisel mertising machine, model 
ME; boring and recessing machine, model 
LP; cross-cutting and trenching machine, 
model CC; automatic cross-cutting and 
trenching snachine, model CE; single dimen- 
sion saw, model PK; belt sanding machine, 
model GMA; spindle moulding machine, 
model EV; and 36-in. roller-feed saw bench 
(under-driven), model PT. The feature of 
these exhibits is that practically the whole 
of the machines are direct motor driven, and 
will be on view giving practical demonstra- 
tions from time to time. 


‘* Broad Flange Beams.’’ 

Messrs. R. A. Skelton & Co., Steel and 
Engineering, Ltd., have published under this 
heading a handbook (No. 21) in which the 
uses and properties of these beams (grey 
process) are fully specified. The book is full 
of formule of the very greatest use to archi- 
tects, engineers and contractcrs, and ‘ndexed 
exactly and handily. A useful section, for the 
benefit of London users, is that devoted to 
special tables of safe loads, calculated in ac 
cordance with the L.C.C. (General Purposes) 
Act, 1909. The handhook may be obtained 
(price 5s.) from the company at Moorgate 
Station-chambers, E.C.2. 
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A CELEBRATION DINNER 


A DINNER was held last Friday at Fraseat;’< 
to celebrate the 70th birthday of the go, 
ing director of Messrs. F. & H. F. § 
Ltd., Mr. Frederick Higgs, F.1.0.B 
chair was taken by Mr. Basil C. Ald 
A.1.0.B. Amongst the guests present re 
Mr. H. H. Romaine Walker, F.R.I.B.A.. My 
Stanley Hamp, F.R.LB.A., Mr. Leonard 
Martin, F.R.I.B.A., Mr. H. F. Murreil. 
F.R.1.B.A., Mr. H. W. Burrows, F.R.1.B.A.. 
and others. An excellent musical progra ine 
was provided during the evening. 

After the customary loyal toasts had jeen 
honoured Major R. J. Halliday, MW.C., 
F.1.0.B., proposed the toast of the evening. 
Mr. Frederick Higgs, he regretted to say, was 
not enjoying such good heaith as they desired, 
but they hoped that he might be spared fo 
many years. Mr. Higgs had taken during 
his life a great interest in the building in. 
dustry and had held many offices, and despite 
his advancing years, was still looked upon 
as one of its corner stones by the National 
Federation. The speaker then gave some 
amusing and interesting details of his ap 
prenticeship days with Mr. Higgs. Proceed- 
ing in a jocular manner, he said that he 
viewed with alarm the incursion of lady 
architects into architecture, and wondered if 
it would be necessary to devise some special 
form of scaffolding for their convenience when 
inspecting works, also whether their presence 
would bring about a complete stoppaye of 
work by inquisitive men. 

Mr. H. F. Webb, the Sec retary, who has 
been with the firm for over 20 years, at this 
juncture, on behalf of the staff, presented 
Mr. Higgs with a practical testimony of their 
appreciation in the form of a wireless cabinet, 
and an illuminated address, signed by the 
members of the stafi, as a sincere expression 
of their good will and regard for and towards 
him. They wished him a speedy recovery, 
so that he might enjoy the work and occupa 
tion in which for so many years he had been 
actively engaged, and that the staff might 
have the pleasure of his company and the 
encouraging stimulus of his example in their 
work. 

In responding, Mr. Higgs thanked his staff, 
comrades and old pupils, in which Major 
Halliday figured largely. for their testimony 
of appreciation, which he would highly value. 
He gave an interesting account of the histor) 
of the firm and of his long connection with 
Major Halliday. He had had prepared a 
little token of remembrance, in the form of 
silver cigarette cases suitably engraved, fer 
various members, which were presented to 
them on his behalf by Mr. Webb. Mr. Higgs 
also said he looked forward to the time when 
the rank and file, as well as the heads of 
departments, might have some share in thie 
profits of the firms. He had given the matter 
much thought, and vet hoped to devise some 
scheme to this end. 

The toast of ‘“*‘ The Guests ’’ was propose: 
by Mr. Rasil Aldous, A.1.0.B., afd responded 
to in an amusing speech by Mr. J. M 
Theobald, F.S.T. . 

“The Staff *’ was proposed by Mr. George 
J. Aldous, M.C., A.1.0.B., and ably re 
sponded to by Mr. D. Middlemass. * Auld 
Lang Syne” brought to a close a pleasant 
evening, in which the utmost good feeling 
prevailed. 





Federated Builders’ Year Book. 

We acknowledge with thanks a copy 
Year Book and Diary, which is publish 
the Southern Counties Federation of B 
Trades Employers, at 34, Russell-s 
W.C.1. It contains full Federatior 
besides ample diary space, while a m 
useful building data is also included. 

We have received calendars from 
Ben Hurst—of the Army Vor ational ‘I 
Centre, Aldershot—and Messrs. P 
Johnson & Co., Ltd, for which we de 
express our thanks. 
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THE BUILDER. 


PRICES CURRENT OF MATERIALS." 


owing to the exceptional circumstances which prevail at the present time, prices of materials should be confirmed by inquiry.) 
L.C.C. CoaTED DRAIN P1pes—London-Prices ex Works. 


BRICKS, &c. 
per 1,000 Alongside, in River Thames 
up to London Bridge. £ . 
BOONE cc ccccocceseccscceccecceeces 4 
Best Br 319 6 


gecond Hard Stocks ...........-.+-++:+: 
Per 1,000. Delivered at London Goods Stations. 

Flettons, at £ 8. 
King’s Cross 2 14 3 | Best Blue 

Do., grooved for Pressed Staffs 9 & O 

216 3 (Do. Bullnose.. 915 0 


Plaster ...--- ut 9 o 
Do., Bullnese.. 3 8 3/ Blue Wire Cuts 7 5 0 
Best Stourbridge Fire Brick :— 

2} in. Sli © Bim. ...0.. 1 3 0 


GLAZED Bric es 


Best White D’ble Str’tch’rs 29 10 0 


Ivory, and D’ble Headers 2610 0 
Salt Glazed One Side and 
Stretchers .. 21 0 O two Ends .. 3010 0 
Headers .....- 20 10 0O| Two Sides and 
Quoins, Bull- one End.... 3110 0 
nose and ‘ain. Splays and 
Flats - 2710 O Squints .... 28 0 0 
Second Quality, £1 per 1,000 less than best. Cream 
and buff, £2 extra over white. Other colours. Hard 
Glaze, £5 10s. extra over white. 
BREEZE CONCRETE SLABS. 
Delivered London. 
a. @. 8s. d. 
Qin. per yd.super. 1 11/3in.peryd.super. 2 9 
2} in. ” ” 2 4in. ” ” 3 6 
s. d. ) 
Thames Ballast.......... 10 6 per yd. 
PR BeRB ccc ccccccscecss — ew“ delivered 
Thames Sand .......... - e « 2 2 miles 
Best Washed Sand ...... am Ow ow . ‘radius 
jin. Shingle for Ferro- Padding- 
ee asin dal tach ea ace a 2 oe ton 
pektakwe GE ane 
fin, Broken 7 pases a 8 lS 
Pan Breeze 8 1 





Per ton delivered in London area in full van loads. 
Best Portland Cement. British. 

Standard Specification. Test £2 13 0 to £2 15 0 

46s. alongside at Vauxhall in 80-ton lots. 


Ferrocrete per ton extra on above........ 010 O 
Super Cement (Waterproof).............. 4 38 0 
DEE ot 06 60000060 40004000 6040 815 0 
DPE s< sbetitouseode és sedeeves 515 0O 
See CUO, WED ce cc cecccveceses 515 0 
Pink . 510 0 

Plaster, Coarse, Sona (dete hetetekeneen tae ae 
- eee ere 312 6 
.  Fime.. a eer 512 0 
Sirapite, C joarse ere Te TT Te TT Te TT CCT 3 9 O 
a Finish 317 0 
MN ec cancanedciascctanses- Be 
Nh i a ak ae ee 210 9 
aw Ground Blue Lias Lime .......... 117 6 
Cocccccccccccccccecececece percwt. 2 2 6 
Granite ENE 0 censidiedaela ee0es eee 112 0O 


Note.—Sacks are charged 1s. 9d. each and credited 
ls. 6d. if returned in good condition within three 
months carr. 

Stourbridge Fireclay in s’cks 37s, 0d. per ton at rly. dp. 


STONE. 


Bata STONE.-—Delivered in railway trucks at 
Westbourne Park, Paddington, G.w. R., or 
South Lambeth, G.W.R., per ft. cube...... 210 


s. d. 


BEER STON) R ANDOM BLOCK— 
Free on rail at Seaton Station, per ft.cube 2 3 
Delivered free on rail Nine Elms, S.R 
per ft. cube 3 13 

Selected approximate size one way, 1d. per 
cubic foot extra ; selected approximately 
three S or for special work, 3d. per 
cubic extra. 

PORTLAND STONE.— 

Brown Whitbed, in random blocks of 20 ft. 
average, delivered in railway trucks at 
Nine] ms, S.Rly., South Lambeth 
Stati n, G.W.R., and Westbourne Park, 

pe aadinat n, G.W.R., per ft. cube...... 4 4} 
0. do. delivered on road wagons at above 

witation ~~ 1 ree rer eee 4 54 

waite asebe d, 3d. per ft. cube extra. 
ors. per ft. cube extra for every foot over 
20 ft ge, and $d. beyond 30 ft. 

Hopton-\) SToxE— 
Hw ; % 
ey ag ! at any Goods Station, London. s. d 
he: ndom biocks, from 10 ft. and over P. ft.cb. 17 0 
meee TWO Sides oo cccccccccs beneeceens 27 0 
von th tO  eineet ci. ce st 32 0 
7 '. BLUE—Robin Hood Quality. 
Sta. oon 1 at any Goods Station, London. 
30 hy © sides aa © to sizes (under 
6 ir super) .. Per ft. — 5 6 
Sin an ed two sides, ‘ditto | a6 es 6 0 
ta ming ides slabs (random sizes) , m 2 3% 
hate. in. 8 _ one side slabs 
ie tee mae bone biie melee at a 1 63 
ieee Yen” O, ditto ...... * 1 3 
. =a vd it any Goods Station, London. 
Cin oon ndom blocks ........ Per ft. cube 6 3 
40ft wo sides landing to sizes (under 
$n rublid 5 on akinres -- Per ft. » anger © if 
3a: sawn t - sides slabs (random | sizes) ;, 2 1} 
2 in, se 1 2 10 
a ‘faced random fiags .. Per yd. super. 8 "8 
CAST STONE. 
Delivered | 

whe Plaies aoe in full-van loads, per ft. 

d.; Moulded, 9s. 6d.; Cills, 10s. Od, 





woop. 

vOOD BUILDING DEAL. 
Inc hes. per stan Inches. per stan. 
4 x lil . £39 O x 6 £21 0 
om Ps 26 «0 S M FB wecees 25 0 
S$ 2 2s 25 0 ss 2 26 0 
- © “as 23 0 S KR OD acsene 24 0 
=> 2 BB 22 0 SEX DO cocoes 24 0 
» © Fx 22 0 3 x 44 21 0 
au Fs 21 O BD MH @ veces 21 0 

' PLANE D BOARDS. 

s 2 . £30 O 1 x © .cccoe 98 0 

PLAIN EDGE FLOORING. 
Inches per sq. Inches. per af: 
ocecenccsecess 18 /- BB ccestsccsiccs Ee 
Sevcetcsotesnce 21/- Ag eccccccccce ° 34 /- 

ietecekenenen 24/- 


TONGUED AND 
GROOVED FLOORING 


ween rsq Inches. per sq 

$0 de eeemeees 24/- te ewen cam 16 /6 
i = 30 /- } 19 /- 
| Se ee 34 /- Y vécszatuieoe 24 "4 
Ins. BATTENS. s. d. 


SAWN EASE. 8 s.d 
3x 2....per100ft.2 6 Per bundle........ ¢ 
1” AND UP THICK. 


Dry pe Wainscot, per ft. £8. d. £8. d. 

eS err ee 016 O ~ 018 0 
Dry American and = Japanese 

Figured Oak, ft. cube ...... 014 Oto 015 0 
Dry American ‘and “4 Japanese 

Plain Oak, ft. cube ........ 010 Oto 013 O 
Dry sq. edged Honduras Mahog- 

any, ft. cube 015 Oto 018 0 
Dry Log cut Honduras “Mahog- 

OR eee 016 Oto 1 1 0 
Dry Cuba Mahogany, ft. cube 1 1 Oto 110 O 
Dry Teak, ft. cube ... .. 013 Oto 015 0 
~ American Whitewood, ‘ft. 

6606600009460 4006060000 010 Oto O14 O 
Best Scotch glue, per cwt. 410 Oto — 
Liquid Glue, per cwt. ........ 47 Oto 510 0 
SLATES . 
First quality slates from Bangor or Portmadoc 


carriage paid in full truck loads to London Rate 


Station. Per 1,000. 
£s. d £s. d. 
24 by 12.. 8218 4 18 by10.... 181211 
22by12.... 2917 11 18by9 .... 16 9 2 
Sbyil.... 93714 8 16by10.... 1512 6 
20by12.... 26 5 O 16 bys .... 12 3 9 
20by10.... 2210 0 
TILES. 
Delivered at London rate stations in full truckloads 
of not less than 6 tons. Per 1,000 
f.o.r. London. 
Best machine-made tiles from Broseley or 
Staffordshire district... ......cccccccces 5 
ditto hand-made ditto ............ 51 
Ornamental ditto ... 6 


ovnn-~i 
SAAAD 


Hip and valley tiles { Hand-made ... 


(per dozen) | Machine-made 0 
METALS. 

JOISTS, GIRDERS, &¢C., TO LONDON STATION, PER TON— 
£ 8. ‘ 
R.S. Joists, cut and fitted 1210 0O 
Plain Compound Girders 1410 0 
on a a Pere 1610 O 
pe ES err enero 19 10 90 


MILD STEEL ROUNDS.—To London Station, ir ton. 
e d. 


Diameter. &. a © Diameter. 
Sa. seseue 12 0 0 #in.tofin. 10 15 0 
SEM swases 11 0 O fin.to2zin. 1010 0 


WROUGHT-IRON TUBES AND FITTINGS— 

(Discount off List for lot of not less than £7 net value 
delivered direct from Works, 2} per cent. less above 
gross discounts, carriage forward, if sent from 
London Stocks.) 


TUBES, FITTINGS, FLANGES, 
Wrought Genu- in. Over jin, Over 
Mild ine and fin, and }#in, 
Steel. Staffs. under. under. 
Iron. 
% % % % % 
Gas .. 674 6 424 45 523 55 
Water 633 463 374 40 47 50 
Steam ». & 424 324 35 42 45 
Galv, gas .. 55 374 324 35 424 45 
Galv. water 50 324 274° 30 874 40 


Galv, steam 4! 274 22% 25 $324 35 
C.I.—HA.F- Roun bp GutTrERs—London Prices ex Works 


ou 


Per yd. in 6 ft. Angles and Stop 

‘ lengths. Gutters. Nozzles. Ends. 
Se Tr 1/3} 113d. 33d. 
BG Mle suvcccsnescsoscs SEIN 1/1¢ d. 
© Ue wbacanke 1/6 1/3 39d. 
4} in. 1/74 1/43 44d, 
5 in, 1/1034 1/64 53d, 

0.G . GUTTERS. 

_, Sere eee ema 1/4 33d. 
SS re 1/4 34d. 
4 in. 1/92 1/42 39d. 
ae 1/72? 44d. 
© Gh aves 2/44 1/10} 53d. 





/ 
‘RAIN-WATER PIPES, &c. 
Bends, stock Branches , 


per yd.in6fts. Pipe. angles. stock angles . 
2 in. plain...... 1/10} 1/3 93 
_. . ere anea 2/02 1/43 2/14 
wie i énence 2/6 1/9 2/7 
| aa 2/112 2/0 3/0 
4 in. 3/5 2/6 3/8 
L.C.C. CoATED Som, P1pES—London- Prices ex Works 
Bends. stock Branches. 
Pipe. ros stock — 
e & a. d. 
2 in.per yd.in6fts.plain3 3 2" 44 r 10 
2¢ in. “S 3 9 2 7% 3 7 
3 in. i 4 6 210 4 23 
3# in. ~ 411} 3 7 4 11} 
4 in. a & 5% 4 Of 5 9 


Bends, stock a 

Pi an pe stoc ang es 

Re es . d. ; 4. 
3 in. per yd.in 9ft.lengths ¢ 4 5 1 3 0} 
fin. ” 6 2 5 8 10 0 
5 in. ° ‘ > 3 10 10 17 1 
8 6 13 2 21 9 


6 in 
Gasken for jointing, 38 /6 per cwt. 
Per ton in London. 
IrRon— £s. a. £es. d 
Common bars ........ 13 0 0 to 1410.0 
Staffordshire Crown Bars— 


Good merchant quality... 14 5 0 to 1515 0 
Staffordshire Marked 
Mn. 40 6460 dees ceenee 16 5 90 17 5 O 
SO 10 0 0 11 0 0 
Steel Bars. Ferro-Concrete 
quality, basis price .... 10 0 0 11 0 0 
Hoop iron, basis price .. 12 0 0 138 0 0 
Galvanised .. 27 0 0 28 0 0 
Soft ‘Stee! Sheets, Black— 
Ordinary sizes to 20 g. 13 56 0 14 5 
ee - » 248. 14 6 O 15 5 0 
6 5 O 17 5 O 


” ” ” 26 g. 1 22 ‘ 
Sheets Flat Best Soft Steel, C.R. and C.A. quality— 

Ordinary sizes, 6ft. by 
2ft. to $ft. to 2'g. 1510 0 

Ordinary sizes, 6ft. by 
2 ft. to $ft. to 22¢. 
_} eee 

Ordinary sizes, 6ft. by 
2 ft. to 3 ft. to 26 g. 18 lu 0 

No. 1 quality £4 per ton extra. 
Flat and Galvanised Corrugated Sheets— 

Ordinary sizes, 6ft. to 
Oi. GO BPS, oc cs cece 18 

Ordinary sizes, 6ft. to 
9ft.to22g.and24g. 1810 0 .. 1910 0O 

Ordinary sizes 6ft. to 
9 ft. to 26 a. 2110 0 .. 2210 0 

Sheets Galvanised Flat, Best quality— 

Best Soft Steel Sheets, 
6 ft. by 2 ft. to 3 ft. to 
20g.andthicker ... 

Best Soft Steel Sheets, 
22g. and 24¢g 

~~ ewe Steel Sheets, 

2510 0 .. 


Cut Natio, 3 in. to 6 in. SS 
Under 3in. usual trade extras.) 

METAL WINDOWS.—Standard sizes, suitable for com- 
plete houses, including all fittings, painting two 
coats, and delivery to job, average price about 
1s. 4d. to 1s. 7d. per foot super. 


1610 0 .. 1710 0 


SGC.’ we Ss 


3.0.0. «3 @ 9's 
a200C««.:~«CHHCUO CD 
2610 6 


LEAD, &c. 
(Delivered in London.) a «@ 
Ss —— 4 Ib. -—_ ang 30 10 0 
Pe pp coils . ened + 4 . 
TS rrr 
Sema BOD. én npntencedseneneeeeaaae $8210 0 


Nore.—Countrydelivery,20s.per ton extra ; lots under 
3 cwt. 3s. per cwt.extra, and over 3 owt. and under 5 


ewt., 1s. 6d. per cwt. extra. Cut to sizes. 5s. cwt. 

extra. , 

Oil lead, ex London area, 

at Mills........ per ton } a 6 0 

COPPER. s. d. 

Seamless » a tubes you. er er perib. 1 Of 
Strong sheet . oeeee ee | oe 

CCEA hho SSDS 60S ESN EWE eee i. . 2 
CN BED nc'as.vccnewkegndeesbonnds » &« ® 
COPPOF WIFE 2. .ccccccccvccccccccsece i 13 6 


PLUMBERS’ BRASS WORK. 
Delivered in London. 
New RIveR PaTTERN SCREW DOWN BIB COCKS FOR 


TRON. 
sin. Fin. lin. 1}in. 1fin. 2in. 
29/- 45/- 76/- 153/- 246/- 510/- per doz. 


NEw RIVER PATTERN SCREW DowN STOP COCKS AND 
UNIONS. 
gin. Zin. lin. 1}in. 14in. 2in. 
41/6 62/- 92/- 174/- 300/- 588/- per doz. 
RIVER PATTERN SCREW DOWN MAIN FERRULES 
tin. fin. Lin. 
39/6 60/- 116/6 per doz 
CAPs AND SCREWS. 


ldin. ifin Zin. Sin. 3hin. 4in. 

7/6 10/- 14/- 23/- 30/- 42/- per doz. 
DovurLe Nut BOILER SCREWS. 

sin. Zin. lin. 1fin. lin. 2in. 

7/6 l/- 17/- 29/- 36/- 63/- per doz. 

BRASS SLEEVES. 
lfin. 2in. Sin. 3$in. 4in. 
10/- 12/- 20/- 24/- 31/- per doz. 


NEw RIVER PaTTERN CROYDON BALL VALVES, 8.F. 


tin. fin. lin. 1}in. 1fin. 

35/- 66/- 98/- 162/- 228/- per doz. 
DRAWN LEAD P. & S. TRAPS WITH BRASS CLEANING 
Sortw. 

ldin. 1gim. 2in. Sin. 
8lbs. P. traps .. 33/- 41/- 56/- 101/- per doz. 
Slbs. S. traps .. 35/- 45/- 66/- 126/- 


Tin.—English Ingots, 3/1 per lb. SOLDER. —Plumber’s 
1/3, Tinmen’s 1/6, Blowpipe 1/7 per Ib. 


PAINTS, &c. 


Raw Linseed Oil, » 4 ~~ .+. per gallon 0 2 11 
a pa - arrels ‘ én s 03 1 
- ~ drums .... - 03 $8 

Boiled “~. » mbvenmem .. ped 0 3 8 
in drums .... 9 0 3 6 

Turpentine inbarrels ... 0 310 
in drums (10 galls). 04 0 

Genuine Ground English White Lead, per ton47 5 0 


(In not less than 5 cwt. casks.) 
(Continued on p. 198.) 


* The information given on this page has been 
cially —s for THE BUILDER, and is copyright. 

he aim in this list is to give, as far as possible, the 
average prices of materials, not gee A the highest 
or lowest. a and quantity obviously affect 
prices—a fact. which eheuld be remembered by those 


who make use of this information. 
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PRICES CURRENT OF MATERIALS (contd) 
PAINTS, &c. (contd.) 


GENUINE Wuitr LEap Patnt— 
** Father Thames,” + Nine Elms,” 
** Park,’ “ Supremus,” « St. Paul’s,” 
" Morgans wyte,” - Polacco,” "— 
Brand, and other best brands (in 
14 Ib. tins) not less than 5 ewt. lots £s. d. 
per ton delivered 66 15 0 
Red Lead, Dry {packages extra) .. per ton 3310 © 


Best Linseed Oil Putty ‘++ Perewt. 015 6 

gg feeb dhatenes - 015 6 

Size. xp Quality .... 0) Shee fkn. 0 8 & 
GLASS 

I NGLISH SHEET GLASS IN ¢ RATES OF STOCK 
SIZES. 

Per ft. Per ft 

15 02. fourths «+ 29d, 32 oz. fourths teeeee 69d, 

15 ,, thirds -» 33d. 32 thirds......-° 94d. 

21 ,, fourths «+ 4d, Obscured Sheet, 15 oz. 3id. 

a thirds... . 49d. on ~ 21 ,, 43d. 

26 ,, fourths .. 44d. Fluted 1502.64d., 2loz. od. 


“6 ,, thirds.’ - Od. En'lled 15 02.4$d.,2102.68d. 
Extra price according to Size and substance for Squares 
cut from stock 


ENGLISH ROLLED PLATE IN CRATES OF STOCK 
IZES. 


S Per ft. 
Rolled plate a SO ESRD ein agcn cota 44d. 
f, Rough rolled Se ONOP SOUT Ch pied eee 53d, 
2 Rough rolled .. ESSE CKD DC Se en esacee 5jd. 
Figured Rolled, Baltic, Oceanic, Arctic Stip. 
Polyte, and small and large Flemish White 54d. 
Ditto, tinted eV NOSE SSRSRERC KG SAca LST 4a, 
Rolled Sheet...‘ **’ Waits ed aerate a 4id. 
White Rolled Cathedral... Toes eceeescen § Oe, 
Tinted do, eee etesccese. GEG, 
Cast plate is same Price ag rough rolled. 
VARNISHES, &c, Per Gallon. 
Pos. 6d. 
Oak be Outside 0 14 0 
Fine ditto ..""**’ “oer escceces Gitte 016 @ 
Fine Copal Mitte | 018 06 
Pale Copal Je eee 1006 
Pale Copal Carriage... | *’ teeeese ditto 1 406 
Best ditto . ditto 112 6 


Floor Varnish : = as sts se me Inside 018 9 
Fine Pale Paper “a 988 00cccces Ohta 018 oO 
Fine Copal Cabinet So eccccccees Gitte a: 2 @ 


Fine Copal Platting... ¢ °°" "°°: ditto 1 O 6 
Hard Dryin Oak Sect cetces Gitte 018 6 
Fine Hard Scar or ditto 019 @ 
Fine Copal Varnis) Co ecccceee. Gitto 10906 
Pale ditto RO TTPN 84 00h we peice ditto TF 
4. Temeieidbetedcen ditto 112 9 
Best Japan Gold’ sj;< #20900 566066 ec ec 012 6 
Rest Black Japan SPP INR e eine e a 010 6 
Oak and Mahogany Stain (Water) ...... 012 6 
Brans wick BE asccevccccccar, 0 7 6 
Berlin — Pe ipepeieeenatenenans 014 6 
Knotting ( SEE ett 160 
French an Brush Polish '40eteanesenen 017 969 
Liquid Dryers in SUED vecccceccs 09 6 
Culrass Black WG esecuace, 070 


BUILDING TRADE w 
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HOUSING PROGRESS IN 
SCOTLAND 

The following figures show the progress 
that has been made in State-aided housing 
schemes jn Scotland to December 51, 1927 :_ 
Under 

Cc - 
pl ted. struction. 

1919 Act --- 25,550 ~- 


Private subsidy schemes 


(1919 Additional] Powers 


Act) * * --- 2304 _- 
Slum clearance schemes 6,422 2,985 
1923 Act : 

By loca] authorities  __ 5,912 86 

By private enterprise ... 11 655 2,574 
1924 Act :— 

By local authorities 17,437 11,788 

By private enterprise ... 421 114 
Demonstration houses 17 
Steel houses erected on be 

half of Government by 

Scottish National Housing 

Company 2,228 314 

69,966 17,861 


eS 


NEW BUILDINGS IN 
SCOTLAND 


Banff.— Renovation. ‘Rey. ip, Findlay 
Clark, of the Parish Church, has intimated 
that authority has now been given to pro- 
ceed with the scheme to renovate the church, 
which is estimated to cost £8,500. 

Dunbar.—Brtiprxcs.—Th, Dunbar Tow; 
Council have decided to proceed with the 
erection of the new municipal buildings at 
& cost of £3,300. 

Saltcoats. Hovusrs.—The Scottish Board 
of Health has approved the building scheme 
of the town council for the erection of 56 
flatted houses of three “partments in the 
public park 

Edinburgh. Hosprrar.—A deputation yn 


connection with the scheme for a new Edin. 


AGES IN SCOTLAND.’ 


Tar following are the present rate of wages in the building trade in the principal towns of 


5 otland. 
that ray oceur 


Car- 
Brick- nters, 
Masons layers oiners. 


E ver endeavour is made to ensure 
y 


accuracy, but we cannot be responsible for errors 





| Labourers— 


Masons’, 
Plas- Plum- Bricklayers’ 
terers, Slaters. bers. Painters. Plasterers’, 


Sees a6 hae 


Aberdeen .......... 1/8 1/8 148 1/8 1/8 1/8 1/7 10}d. to 1/1 
SPP ssccsces.,. 1/8 iat 1/8 1/8 1/8 — 1/6} 1/3 
Alexandria .;:****’ 1/38 1/8 1/8 1/8 1/8 1/8 ~ 1/2} to 1/33 
Arbroath .... "°°" *" 1/7 1/77 1 1/7} 1/7 1/77 1/5 1/13 

+ ere me 1/8 1/8 /3 1/8 1/8 1/6 1/3 
Bathgate .. °° °°***: 1g | 1% 1/8 1/8 1/8 1/6 1/2 to 1/3 
Blairgowrie C0 ccsece 1/7 | 1/7 1/7 1/7 1/5 1/7 1/4 10d. to 1/- 
ees cccccs.... 1g | 1A 1/8 1/8 1/8 1g | 18 1/3 
Coatbridge ..°'**** vs | 1% 1/8 1/8 1/8 _— 1/6} 1/3 
Dumbarton ;;"'***’ 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Dumfries ../°°"**’ 177 | 17 1/7 1/7 1/7 1/7 1/7 1/2 

_. Rees 1s | 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Dunferm[ine ****** 1/8 148 1/8 1/9 1/8 1/8 1/8 1/3 
Edinburgh... . °° ***’ 1/8 18 1/8 1/8 1/8 1/8 1/8 1/3 
Falkirk oeeeebce, 17} | 3 7% 1/7 1/8 1 1/7 1/64 1/2 
Fort William “**** 1/6 1/6 1/6 1/6 1/6 16 | 1% 1 
Galvshiels .._. bhene 1/7 1/7 1/7 1/7 1 1/7 1/7 1/2 
eae 1/8 1/8 1/8 /8 1/8 1/8 1/8 1/3 
Grernock .. || £8 eee 1/8 1/8 1/8 1/9 /8 1/8 1 1/0} to 1/33 
Hamilton . b Okean 1/8 1/8 1/8 /9 1/8 1/8 1/6} 1/3 
BPR vescccccs,. 1/7 1/7 1/7 1/7-1/7} 1/7 1/7 1/7 1/2 
Helensburgh |" ***" 1/8 1/8 1/8 /9 1/8 1 1/3 
Inverness .. $0 00seée 1/6 1/6 1/6 1/6 1/6 1/6 1/6 1/- to 1/2 
Kilmarnock || Se sees 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1/3 
Kirkcaldy Cseenne 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1/3 
Kirkwall .. re 1/5 1/5 1/4 1/5 1/5 1/4 1/4 1/- 
Lanark .....°°'*’ 0 1/8 1/8 1/8 1/9 1/8 1/8 1/6 1/-to1/2 
OPO, ee 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Motherwel] || Hens 1/8 1/8 1/8 1/9 1/8 1/8 1/6} 1/3 
ST. teen a. aa 1/8 1/8 1/8 1/9 1/8 1/8 1/64 1/3 
Stirling .... || teeeeel 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1/3} 
Stirlingshire , . oneal 

(Eastern District) 1/8-1/10 1/8-1/10 1/8 1/9 1/7 1/8 1/6} 1/3 
Wrhaw ... Ree teec 1/8 1/8 1/8 1/9 1/8 1/8 17 | 1/3 
’ * The information given in this table is copyright. The rates of wages in the various towns in England and 


€re given on Page 191, 





burgh hospital for crippled children } S been 
received by the su “committee of the Lord 
Provost's Committee of Edinburg) Town 
Council, 

Edinburgh. — CRematorivy, — A public 
Meeting, under the chairmanship of Lord 
Salvesen, jn connection wit}, the Proposed 
erection of a crematorium 

Hawick.—Burpin¢,— The Hawic! Town 
Council has agreed to purchase from, the Duke 
of Buccleuch four acres of land at Green 
heads, and to use the ground when necessary 
for building purposes. The Council als 
agreed to purchase % piece of Bround pf 
Thorterdykes, close to the present building 
scheme, 

Edinburgh.—Burrpines- The Edinburg), 
Jean of Guild Court granted Warrants as 
follows *—City—tenement, of two Shops and 
Six houses ai corner of Venne] and Grass 
market; Mr. J. Miller—nine double bunga 
lows at Blinkbonny : Mr. J. §. Sinclair and 
another—four flatted villas at. corner oj 
Jerby-street. and Park-road, Leith. 

Falkirk.—Recoxsrri TION.—The — Falkir:. 
Dean of Guild Court has granted the folloy 
ing :—Messrs. Walker, Hunter & Co., Ltd. 
Portdownie Tronworks, Camelon, to alter 
their present ironworks at Portdownie, The 
estimated cost of the proposed reconstruction 
is £30,000. 

Leslie.—Hovses.—Tenders for 40 houses. 
which are to be erected on the site at Mary. 
field for the Town Council, are now being 
invited, Plans have been prepared by 
Messrs, Walker & Pride, architects, Church 
Square, St. Andrews. 


ee 
PAINT MANUFACTURERS 
BANQUET 
On Friday last, the associated houses of 
Messrs. Robt, Ingham Clark & Co., Ltd., 
and R. Gay & Co., Ltd., held their annual 
convention banquet at the Trocadeio Res 
taurant, W., at which over eighty guests . 
for the most part the principals of the firms 
distributing houses who had, earlier in the 
day, attended their convention at Stratford 
Sat down to dinner. The loyal twast being 
honoured, Mr. R. Fell Clark, who was in 
the chair—vice Mr. Robert Ingham Clark, 
unfortunately unable to be present— proposed 
the toast of “Our Guests.” He said that 
is year’s convention had been more suc 
cessful than ever previously, mainly because 
the principals of the distributing houses had 
been present instead of representatives. He 
felt that these conventions had been a great 
help, not only to the firms whe attended, 
but to the trade as a whole. : . 
Mr. W. T, Clegg—of Messrs, Kennedy's, 
of Bournemouth—said in reply that it was 
a very pleasant task to convey the guests 
thanks for the very interesting day they had 
Spent and the splendid way in which they 
ad been entertained that evening. He then 
spoke of the real meaning of © 
leoked at from the distributors’ point, whic 
was that service did not end with purchase. 
The true salesman took interest in the article 
after it was sold—even though there was no 
ehance of a repeat order. 
At this point the chairman — 
various prizes won during the year, ard 
prize of the championship cup for win we 
dressing going to Messrs. Thompson, 
Portsmouth. nail 
Mr. John Olby then proposed the toast 4 
the “* Associated Houses,”” who, ° Clark 
owed a great deal to Messrs. Ingham ne 9) 
To this toast Major R. H. “ i. 
Ingham Clark and Mr, F. Evans repli the 
a vein which, if not strictly relevant to th 


a 
subject, was most amusing and great): Pe 
Ciated. During dinner, a progr: an 
music contributed by a number of 4 ray 
who included Messrs. W. Aston, H — 


and F, W. Jeffers, of the firms’ 


given and very greatly appreciated. 
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* 
R CURRENT PRICES FOR BUILDING WORK IN LONDON 
EXCAVATOR. CARPENTER AND JOINER—continued. 
Digging and throwing or wheeling and filling carts, s. d. FRAMES. s. d. 
me and carting away to shoot—6 ft. deep ............ per yard cube 11 0/ Deal wrot moulded and rebated ..............:0:000+ per —_ cube 14 0 

C ” ” 

: BBR 8 fm COI n---.n.02ecroecrceccccesecscssscoceversesoncrorssnonsccoses ” - 1 0 1?” | i 
— Add for every additional depth of 6 ft................. 2 : 0 6) Plain deal jamb linings framed............ per ft. sup. in| 1/8 1/ll 
bli Planking and strutting to trenches _.................... per foot super 0 5] Deal shelves and bearers........................ m 1/4 1/6 | 1/9 
wee Do. to sides of excavation, including shoring ss - 1 0} Add if cross-tongued ............. — » 2d. 2d. | 2d. 
me . CONCRETOR. STAIRCAS ES. , 

Portland cement concrete in foundation | to 6........ per yard cube 38 0 Deal treads and risers in and including A 1} 13”, 2’ 24” 
own Add if in underpinning in short lengths ............ > 7 0 rough brackets .............. sssesanecnees fi; 2/44, 38| — | — 
uke Add if in oe Sy: TRUE. seecsnnensnantenyeineonnienietenies - : : : — wrot on both sides and 10] | oa| on 
ne} Add if in TD ccccccccccccccccccccccccecccecccesesccesecccoossssccocce 99 99 ere — oe —— 
sary Add if aggregate RE asians eiescerienenamieouedian ” ” 10 0 ; - s. d. 
ale Add for ho‘sting not exceeding 10 ft. beyond the Housings for steps and risers .............1:ss0 each 0 11 
- a8 ead cata a i Ye 2 6|Deal balusters, Lin. X UP iM. cece per ft. run 09 

iene mates Mahogany handrail: average, 3in. x 3in. _.... ~ m 6 0 
ing | _ _ SRSURLATES. es seccessticasanccipiscaccanaslb x % 12 0 

educed brickwork in lime mortar and Fletton £ s. d. ‘Add if thed 24 
rgh ” my a acmocsuaseenesesccecooacoqnoncsoosooscosesesesoncoossosoce per rod 7 = FIXING ONLY TRONMONGERY (INCLUDING SCREWS). 

as Add 1f IM BCOCHS  .......ccceccceceeceecceececenceneceneeseenensereeeesens 99 he 
and Add if in Staffordshire blues _......................::00000 oS 22 0 0 6 in. barrel bolts ................ 83d. BD iiscciniciecinessestamancte 2/ . 
: Ada if in Portland . oon d 110 0 Baad CasbeMOWs «...0..0.....00..005 114d. Mortice locks ...................0.. 4/6 
te Add if in Portiand coment and san —<— Casement fasteners _........ 1/5 Patent spring hinges and 
e ; ; FACINGS. Casement stays ............... 1/2 letting into floor and 
¥ Extra for facing in English or Flemish bond for Cupboard locks ................ 1/5 making good  ................00+. 19 /- 

every 10s. per 1,000 over the price of the FOUNDER AND SMITH. s. d. 

: COMMON DICKS ........e-sseeeeessessssseeeeesseseenenneesees per ft. super 0 0 12] Rolled steel joists ...........cssssssesssssssssssscecesceecsseeseesesneeneees per ewt 16 3 
“4 POINTING. Bee IT III eccinernenecsssennsvencsenensennsmannnnnanninnien is 19 0 
d. Neat flat struck or weathered joint. .................... " " 0 0 3 Do. I isin ctcccalnichcasctoincaseebceteasntacinns ea 21 9 
ter ARCHES. MI II a aicicstscccccsoniecenencsetaseccdssinnesiicaadcantieasdeniaianiens a 27 6 
"he Extra only to the price of ordinary brickwork :— AIN-WATER GOODS 5” 6 
3 ‘air external in half brick rings ....................+-+++- se » 0 010 0 
2 Seed ee ee —— 2» 9910 | sound plan mbeted joints... frm {ame 1: |e [Sie 
2s, Rubbed and gauged jointed in putty camber or Ogee Do. DO, eesesseseessnees ” 1/9 2/- | 2/6 | 3/3 
¥. RMROEEE saccasccccrcnindeun in aiineeanaaetoes » » 0 6 © | Rain-water pipes with ears... » [19 \an!|—) — 
a SUN DRIES. Extra for shoes and bends _................. each 4/4 56/ll| — aa 
- : Do. stopped ends ...........cssse---- 1/ll 2/43 | 3/7 | 4/- 

A Damp course in double course of slates breaking : a : = 
h joint and bedded in Portland cement 010 Do. nozzles for inlets ................ ™ 2/2 2/7 | 3/10} 4/3 

ehh ae ee A ay PLUMBER. se. «4. 

- a ee ee es onch 1 0 0 | Milled lead and laying in flashings and gutters _........ per cwt 43 0 

Aye . oe - Do. Do. es MT ciicnsscccstndnactlanineicmaisieiciini ie 42 0 

Y with all necessary fire bricks. ..................:+0+ % 415 Extra labour and solder in coated cesspoolls ................ each 6 9 

ASPHALTER. Be Re I snelindiernctiivtinventinnnnenennpenninmninnimniibintuneninnnn . per ft. run 0 6 

Half-inch horizontal damp course .........-...--:0--+- per yard super 4 6 Soldered TUITE: -sctnseceppininseinseensisienichsaetehsntnnibonhdialicacnanaditanaiee si ” 9 1 3 

f Three-quarter-inch vertical damp course. ............ ” ” 0 Re ae 0 4 
Three-quarter-inch on flats in two thicknesses .. » 6 3 e : ° wee o | 4° 

i I Tc ancesciocaiscnicncetscihdenilgncnncinsienelecicickiaabinaldanmitenies "per "foot run 0 3 Drawn lead waste perft.run) 1/2 1/9 2/-. 3/4 4/- | aa 
" Skirting and fillet Gim. high  ..........csccceceseseeeeees ” ” 1 2 Do. service .... in | 1/8 2/2 2/7' slo — pee 

MASON. GE en “ — — ae — | — |6/ 

;’ York stone templates fixed .............cccscsesessseseseeeees per foot cube 13 0| Bends in lead pipe each _— — _ — |3/3 | 8/2 
ne py gO ea eee = - 22 0/|Soldered stop ends.... ,, 1/2 1/8 2/1 2/10 | 3/6 — 
“d Rath stone and all labour fixed .....................-. sida % o” 10 6| Red lead joints ........ ‘ lld. l1/- 1/3 1/ll | 2/4 | 4/10 
1g Beer stone and ¢ ll labour fixed...... ma 15 0| Wiped soldered joints ,, 2/10 3/6  4/— 4/11 | 6/6 | 9/9 
in es SND TIED acistninnacicascinincsitinteiinsintingintenniteees » «@ 20 0| Lead traps and | 
k, SLATER. cleaning screws o / — —- — 14/7; 19/| — 
ad Welsh 16 in. x8 in. 3 in. lap, including nails ........ per square 72 | Bib cocks and joints ,, '6/4 9/7 16/6 41 a = 
at Do. 20 in. x 10 in. Do. iit a, Se 80 9| Stop cocks and joints ,, 15/4 17/2 5/8 64/-' — — 
c Do. 24 in. x 12 in. Do. “eo = 90 0 PLASTERER. 8s. d. 
‘4 CARPENTER AND JOINER. Render, float and set in lime and error per yard. sup. 2 . 
fe Fir ae RE EARS SE per foot cube 5 0 o _ a seetese  geneesenseseees ” ” : ; 

do joi 5 6 0. ‘ Se ickcek, . -stnaenbotinnios 

. . joists eocccecccccccccoecccncecccscoosseosessesooeceses 99 9 5 6 R ” ” 
: oy roofs, floors and partitions............ Z - 6 o| Add saw lathing SEE Hen eee” = 8A Sy eee Se oon - = 2:3 

? Do. SERIES se Re ee ee Te an & 6 Add metal lathing abncocessovscccnceesenecsbenccsenctces conecosvceceseevonses 9° ” 2 6 

: ?” 1’ 7 uy’ 2” |(Not including hangers or runners, etc., for sus- 

- Deal rough close boarding  ............... per sq.| 35/6 | 40/- | 45/- | 72/- |_ pended ceilings.) hs 
‘ Flat centering for concrete floor, in- s. d.| Portland cement I cscinctassistisviinessncsitecumantnaisastenbvelins ‘i a 22 
d cludin "Struts ey ee ee ee ee 50 O Do. plain £800 -........--sescseeeeseecesesesnsersessinsennecenneennns ” ” 3 3 
“ Do a cabana per Reet 1 © | Mouldings in plaster ..............-...--+.-sssssssessssesesesssnessnneennns perl girth 0 1} 
: Contes ek... EN ae i Se 1 6| One-and-a-half granolithic ee ee csonsennecsnenseess per yard sup.5 9 

ee OD I i cciciicecsiitaias””° “SB —_: sansiaenbiinballilieianmniani 1 0 . 

Ss PB — SSSRENAS GEIL DORLOLS.....ccccecceeceeeee 99s Meee eeeeereeeee " 

h FLOORING. 2” Vv 1” | 14" 71-07. SOU ID: cereninerevcersesseninneapenanpitincunmpenpenenseyminataninns per foot sup. 0 84 
" Deal-ed 3} -~ s _ f SN Re EN Se ree ene a more - _ 1 0 
ge Tibi incinniin: Kinshaeenininsscockanisheiniislical per sq. 44 /6 53 / 60 /6 Obscured sheet i 
le 0. i and grooved Do ae Oe 2 aie 49 /- 57 /6 65 /- . lled la Pere rerirret iret erties ” ” 0 9 

- Do. matohingD cscs... ws 45/-|61/-| — pos }-in. ro BENIN: csnceenipeninanapeseaneomanantasrbosinanmpiocnenaqnnens a - 

Moulded skirting, including backings t-in. rough rolled or cast SEED sinnitivctibicninstinaciaiteapincie ” 9 0 104 

d and grounds ........................ per ft. sup. | 1/6 1/9. 2/-: 2/6 | 47m. wired cast SETIIED - “ sesconssnscomenstnsaimmensiipinamasiasasinenestones a - 1 4 

t Ss ASHE AND ” . : ’ PAINTER. 

: One-and-a-half moul S J FRAMES. 8. d./| Preparing and distempering, 2 coats ...............s000 per yard sup.0 9 

f _ — ded sashes or casements .... per foot super —1_10/ Knotting and priming. ...............-ssscssssvsssesssesssnsnnneseeegeies om 0 7 

ia tin One Do. DO. erveessveve ” ee Re III Soscpnspuenlinannicncwcnishestetninnsssmnsviersiowne °o 0 9 

P a rT itting and fixing stiandcantinsigevinineneranataneunons 9 ” 0 3 Do. ' SARI PREIS: OE LT Om a 9 ; § 

| yoaaeu frames with lin. inner and outer Do. RAT ae eS pay SEN os ES - a 1 9 

‘ ungs, 1} in. pulley stiles tongued to linings, Do. a - a 3 4 

) a wood sills with 2 in. moulded sashes in aa i thscinslishhinsenbiehhcbclalldedasiiiliebcbosnttae or 2 3 

n “{uares, double hung, double hung with pul- CT EET EE TR oo? Se 1 9 

e » lines and weights; average size ........... ” |e eee cm I ee >» & 0 3 

- Teo-yanel senem DOORS. 1h” | 197 2” | Flattimg .....sssssesssssseccseseesesesenseseseenseeessensennusnnnsanannnnnnnnnnnn on 0 7 

f Rnemenet 1 ._~ STE -shesnsedicsdenctaiainal perft.sup. 2/1 MR! Bag eer eee mere ee is es 

Two-panel moginna hee . se | $8 Saliva per foot mp. 0 6 
Pour-ps 7 — both sides ............ - SA... FSR: Bcc a rcesdecininnnenmacisemennninnntinonaniencetstibnionsisinins 1 2 
anet Do EDS - 2/11 | 3/2 | 3/5 | Preparing for and hanging paper’ ................-s:sssesssevees per piece, 2/- te 4/- 





* These prices apply t 
establishment A od ‘0 new buildings only. 


and from 1s. 6d. per £100 for Fire Insurance. 





arges. A percentage of 1} should be added for Employers’ Liability and National Health and — 


The whole of the information given on this page is copyright 


They cover superintendence by foreman and carry a profit of 10% on the prime cost without 


Acts 
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TENDERS 


Communications for insertion under this heading 
should bé.addressed to “ The Editor,” and must reach 
him next,week not later than Tuesday evening. 

* Denotes _accepted, 

t Denotes provisionally accepted, 

t Denotes recommended for acceptance. 

§ Denotes accepted subject to modifications, 


high-class pumping 
Dr. H. Lap 
Victoria-street, 


Ashbourne.—Buildings for 
station at Rodsley, for the U.D.C. 
worth, consulting engineer, 2, 
S.W.1:— 


*S. Birch & Sons, Ashbourne. 


Ballybunion.—Waterworks for the Kerry Health 
Board :— 

*D. Clarke, Dublin 

Barnet.—2 houses on the Chesterfield estate, for 
the U.D.C.:— 

*Pellengell & Clark 


£5,454 0 6 


.. £6,920 


Blackpoo!l.—Bakehouse and garage at Red Bank- 
road, Bispham, for Messrs. Williams Deacon's 
Bank, JLtd., of Manchester. Messrs. Lumb & 
Walton, FF.R.1.B.A., architects, 19, Clifton-street, 
Blackpool :— 

‘John Heap & Sons, Ltd., St. Annes-on-Sea. 


Bradford.—lxtensions to Albion Mills, 
Hill, Mr. Wm. Illingworth, architect -— 


Joiners— 
‘Gamble & Shapcott. 
Mason - 
A. Hoyle. 
Asphalter— 
*Tunstalla Asphalte Co., Ltd. 


Dudley 


Brechin.— Additions and alterations to the High 
school, for the Forfarshire E.C. Mr. J. Megregor, 
architect. Quantities by Mr. T. Whyte, 10, Tay- 
square, Dundee :— 

Mason work— 

*A. G. Rennie, Brechin. 

Steel and iron work 

D. Keay & Leslie, Dundee 

Smith work 

*Wm. Gratrix & Sons, Walkden. 

Joiner work— 

*Wm. Black & Son, Ltd., Brechin. 

Tronmonger work 

D. Dickie & Sons, Dundee 

Glazier work 

*Lindsay & Scott, Dundee. 

Slater and roughecast work 

*David Scott, Brechin. 

{sphalt work 

Wm. Briges & Sons, Ltd., Dundee 

Plumber work 

*Jas. Davidson, Brechin. 

Electric light work 

‘Fraser & Borthwick, Ltd., Glasgow. 

Plaster, Cement, etc., work 

C. Thomson & Sons, Brechin. 

Tile work 

*Barclay, Mackay & Co., 

Pavina work 

*David Callander. 

Hieatina 

Robert Stewart, Broughty Ferry 


Ltd., Glasgow. 


Forfar. 


Carmarthen.—Additions to the Carway Couneil 


school, for the Carmarthenshire C.C. Mr. W. \ 
Morgan, County Architect 
W. Phillips, Kidwelly - £2, 72 
B. Howell & Son, Ltd., Llanelly 2,439 
G. Mercer & Sons, Ltd., Lianelly 2,55 


Esmond &- Davies, Lianelly 1590 


T. Hughes, Lianelly 1,998 
C. Thomas & Co., Llandilo 1,987 
J. Evans, Burry Port : 1,947 
FE. BK. Richards, Pontyates 1,900 
W. Bonnell, Burry Port 1,665 
+Williams & Griffiths, Trimsaran .. 1,650 


Cheltenham.—Branch offices for the Royal In- 
surance Co., Ltd., Lombard-street, E.C.3. Messrs. 
W. Barnard & Partners, architects, 14, Pro- 


menade :— 
*Morris & Son, Cheltenham. 
Chertsey.—50 houses on the Pyrcroft-road site, for 
the U.D.C.: 
*Enticknap Bros., 
Chester.—162 houses on the Eaton-road estate, 
for the T.C. — 
*C. J. Doyle, Liverpool 


Chester.—Supplying and fixing 3 kiosks in the 
Groves, for the T.C. 
T. G. Huxley & Co., 


Coleraine.—-New harbour office, laying of founda- 
tions of new weighbridge, and making a new road, 
for the Harbour Board 

*W. Currie, Coleraine 


edsceneie £18,435 


Godalming 


. £56,148 


Ifoole P £369 


£787 


Gi 


Conway.—Motor shed and stores, for the 
R.D.C, :— 
*R. Owen, Glan, Conway 


£250 15 6 
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Dublin.—Struciural alterations at 59, South Great 
Ceorge’s-street, for the C.B.:— 

*O’Rafferty & McGahan, Dublin ...... . £376 

Dublin.—Supply, erection and_ painting of 700 
lineal yards of two-bar wrought iron railings, with 
the necessary standards, bolts, etc., on a concrete 
hbase to surround the grass margins on the sides 
of Lower Drumcondra-road, for C.B. :— 

*Crown Alley Iron Works ............£271 16 8 


Farnham.—Re-roofing the cottages at Heathy- 
field, for U.D.C. :-— 
Punter & Le Clered .....ccccccccccocceee £470 13 4 


Hull.—Alterations and additions to the offices, 
ete., at Tram Depot, Cottingham-road, for the 
Tramways Committee. Mr. D. Harvey, A.R.I.B.A., 
City Architect. Quantities by Mr. H. Ashley 
Cooper, Southam-chambers, Waltham-street :— 

*Markwell Holmes & Hayter, Ltd., Hull £2,230 


treland.—The following contracts have been 
placed by the Commissioners of Public Works dur- 
ing the month of November :— 
Custom House, Dublin (roofing, 
joinery works): 
A. P. Watkinson, Dublin. 
Drim National School, Co. Galway 
school) 
J. Canning, Galway. 
Phenix Park National 
school) : 
A. P. Watkinson, Dublin. 
Stepaside Garda Sioehana Station, Co. 
construction) : 
J. Rooney, Balbriggan. 
Culleen National School, Co. 
and improvements) 
M. J. Dunleavy Bros., Charlestown. 
Skreen Garda Siochana Station, Co. 
tion of station) 
M. Kilcawley, Enniscrone, Co. Sligo. 
ilreland.--The following contracts have recently 
heen placed by the Commissioners of Public 
Works:—erection of Garda Siochana Station at 
Corbetstown, Co. Kilkenny: M. J. Purcell, Cool- 
cullen; reconstruction of Garda Siochana Station 
at Castletown Geoghegan, Co. Westmeath P 
Nolan, Athlone; erection of Garda Siochana 
Station, Coachford, Co. Cork: J. M. O’ Keeffe, Anni- 
bella; erection of National school, Kilmeedy, Co 
Limerick: J. Cleary, Charleville; enlarging of 
Niall Mor National school, Co. Donegal: 4d 
Cunningham, Killybegs; restoration of Lani 
Registry, Dublin: Collen Bros., Ltd., Dublin; im- 
proving Louth National school, Dundalk (). 
Carroll, Kilcurley, Dundalk; erection of St. Caith- 
lins (Kilvicadonig) N.S., Co. Kerry: J. Flahive, 
Dingle; enlarging of Salerna National school, Co 
Galway: P. J. McDonnell, Leenane; erection of St 
Oran’s (Sladran) National school, Co. Donegal: 
Rdward Barr, Buonerana 


trishtoan.—Wall round the new burial groungl, for 
the Mayo County Health Board 


flooring and 
(enlarging of 
School enlarging of 
Sligo (re- 
tions 


Mayo (alter 


Sligo (creec- 


*M. A. Sheridan, Irishtown ; £380 
Langhoim, Scotiand.—lor various works in the 
erection of 18 houses. for the T.C. Mr. Evan 
Tweedis, architect, Annan 

Concrete block worl 

‘Johnstone & White, Singapore 


road, Bastrigyes £5,345 1 
Joiner and ala: work 
Johnstone & White, Singapore- 

road, Eastriggs 
Plaster and rouahecast work 
‘Johnstone & White, Singapore 

road, Eastriggs 895 16 11 
Slater work 


T. McKinnon & Son, Lockerbie 4991011 
Plumber twork— 

*T. Goodfellow, Langholm 1017 8 
Painter work—- 

T. M. Hyslop, Langholm 21 5 11 





ESTIMATING ON RIGHT LINES 


Everyone whose business it is to quote for building 
work should master the principles upon which 
estimating is based. These principles are clearly 
explained and illustrated in 


‘HOW TO ESTIMATE’ -es 


by J. T. REA, 


a Unique and invaluable work which 
is not excelled in thoroughness or in 
scope by any similar book known. 
Fourth edition (now ready). 540 es. Price 15s. 
net (by t 15s. 9d.). Con ng thousands of 
rices and hundreds of examples of analysis, showing 
ow a builder can make up rates for himself. In 
view of the difficulty of fixing standard prices under 
present conditions, the author has included an im- 
portant series of Adaptation Tables and Percentages 
which show how raies may be adjusted to meet varva- 

tions at any time. 

Before purchasing any other book on this vitally 
important subject, you are invited to inspect this— 
the standard work which is im use by over 30,000 
builders. 

A Copy will be sent by return, and your 
Remitiance refunded if the Book does 
: +: notsatisfy your requirements : : 


B. T. BATSFORD, LTD. 








Publishers, 94 High Holborn, London, W.C. 
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Lexden and Winstree.— Reconstruction of |) 
Mill bridge, for the R.D.C. Mr. W. H. Fil, 
veyor, Victoria-chambers, Colcheste: 


F. Hutton & Son, Colchester, 


London.-—18 flats on the Park Dairy site, Vey 
read, Southfield housing estate, for the W: 
B.C. 

*E. Clarke & Sons ... £ 


London.—Minor works at Non-provided 
for the L.C.C. :— 


Abbey, Westminster 
tion as central school 
*Hudson Brothers 


Camberwell, N.W. 


Ifoly Trinity C.F. 


Green Coat CLE 


floors— 
*T. Rutter & Son .... ischiceieBaichas 
St. Marylebone—Christ Clurch—renewal of floors 
"Mattock & Parson 39 
: London.—Minor repairs to schools, for ty 

CC. 

City of London—L.C.C. School of Photo-engrayiy 
and Lithography—adaptation of 15 and Gough. 
square— a 

*W. H. Wagstaff & Sons . , £905 

City of London—L.C.C, School of Photo-engraving 

and Lithography—heating apparatus at 15 and l¢ 


Gough-square 
ene ; 189 
Shoreditch -L.C.C, Shoreditch Technical Institute— 
painting and cleaning Old Castle-street annexe- 
*F. Prater & Son .... . 33 
London.— Painting and/or cleaning Council 
schools and institutions, for the L.C.C, : 
Bethnal Green, S.W.—Turin-street— 
*Ferguson & Frawley Se 
Bow and Bromley—Fairfield-road- 
2 ER | eee 
Row and Bromley-—lIligh-street— 


Wm. Bailey « Sons (Builders), 
is _ epieoe stu piteeintinaiinietniiain 499 

Bow and Bromley—lIligh-street, Bromley— 
NO: 741 
Fulham, W.—Fulham Central— 

‘C. Berger . : eatin 7% 
Fulham, W.—Munster-road— 

‘White & Johnson ............. %l 
Fulham, W.—Sherbrooke-road 

J. Scott Fenn .... . f 3418 
Crreenwich—Invicta-road 

J. Hocking & Co. ” 5 2 
llackney, C.—Dalston Central 

. E. Clark 7 47 
Hackney, N.— WWigh-street 

*F. Cottrell, Ltd. . p 71 
Hammersmith, N.—Erconwald-street and Mellitus- 

street— 

*White & Johnson . 
Kensington, N.—North Kensington Central 
*V. French ; ? 
Kensington, S—Allen-strect 

*W. . Watts BO 
Lewisham, W.—Adamsrill-road 

*J. H. Sutch & Sons 
Lewisham, W.—AStillness-road 

*J. B. Boorman & Son 78 
Peckham—Hollydale-road 

A. G. Shorter . 6 
Peckham—W oods-roacd 

A. D. Johnson . : B09 12 
Poplar, 8.—Ricardo-street 


°B. Woollaston & Cea, 
Putney—H otham-road 
*Triggs «& Co. 
Putney—West-hill 
*Triggs & Co. : 394 
St. Pancras, N.—Burghley (S.B.) 
Ferguson & Frawley 
St. Pancras—Great College-street 
*J. D. Hobson, Ltd. ....... soon ee 
St. Pancras, S.W —Hawley-crescent 
“Themes Carr ............ 
Shoreditch—Laburnum-stree' 
; eee 
Southwark, C.—Rockingham-street 
*Triggs & Co. ........ : eee 8.5 
Southwark, S.E.—King and Queen-street 


A) 


et 


2 FF eee 656 
Woolwich, E.—Church Manor-way Ly 

*J. Hocking & Co. sen 95 
Woolwich, W.—Mulgrave-place 

*J. H. Sutch & Sons . 
Woolwich, W.—Union-street at 

SO eee, ao 
Abbey, Westminster—Burdett-Coutts and ty 


shend foundation— 


Holloway Brothers (London), Ltd....1,12° 
Camberwell, N.W.—Green Coat C.F 

7, i UD. <lisendovtast 
Kennington—St. John’s C.E.— 

W. A. King & Sons (Brixton), Ltd. 38 
Paddington, S—St. Paul’s CE— _ 

yS Yi eee 51 
Poplar, 8.—St. Matthias’ C.E.- 
Harris & Wardrop ..............cc0000-000+ 18 
St George's. Westminster—Bromptor h. -t 
Welchman & Wise ........---..; $98 
St. Marylebone—St. Mark’s C.E.— 
L240 Ee 
Shoreditch—St. Paul’s C.B.— -~ 
W. A. King & Sons (Brixton), Ltd. 1,624 
Woolwich, W.—All Saints’ C.E.— 
Arnold & Futter ..........-- cauaton 


t 


449 1 





46 
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London. —Minor works to _ various’ L.C.C. 
ag = and Tooting—‘‘ Ensham ’—minor altera- 
tions in connection with the establishment of a 


central school— ess 0 0 


*w. Hammond, Ltd. ..........0...000 
Battersea, 5 _—Basnett- road—alterations - . <.— 
*R. 8. ES Re RET TERE I 110 
W.—The Snowsfields—head a a 


Bermondsey, 
rooms, €tc.— 
I 


gs «& GO, cocincrecnsnamncneniesieemnnge 
Be anal il Green, N.E. = ee 
tengners rooms— 
J, Bilareth Gy TOW cccenvecesonccscecccsees 0 
petat il Green, N.E.—Olga- nae nae My 5 Jw 
om, etc.— 
eT OOS 297 0 0 
Bethnal Green, N.E.—Teesdale-street—alterations 
to stepped flooring— 
*Vigor & o (Poplar), Ltd. ......... 245 0 O 
Camberwell, N.—Mawbey -road—repairs to floors— 
W. J. ments. 0s GNUIE vcsocaniseienseingaebs 227 0 O 
Clapham ie * sen -road—head teachers’ rooms— 
OTPIPES & CO. ..cocccccccccccccccecccccocece 394 0 0 
Greenwic n* Gieniste r-road—sanitary work— 
OW, J, DEROR © BOR  ccccccsccecccscccsccs 250 0 O 
Greenw ‘ich—Hughes-fields—head teachers’ rooms— 
ee |S eee 333 0 O 
Hi eR y, C.—Gayhurst-road—repairs to eo 
3 ibner snadahatiialnieennaabenianiens 12411 3 
Hi at ad — Netherwood-street — rebuilding 
boundary wall— 
OE  —F——EEEEEEy 168 0 0 
Islington, E.— Ambler -road—head teachers’ 
rooms— 
ie RD. cst sceeineensmeedumminiiiiny 495 0 
Islington, E.—Canonbury-road — alterations to 
staggee flooring— 
a Fee 127 0 0 


sdeatane —Church-street—staffroom, removal of 


stepping, etc.— 

*Bridge & CO. ..ccccrccecrereeeeee ercceseece 288 0 0 

Kennington — Upper Kennington-lane — head 
teachers’ rooms— 

*T. Brown & _Son a aa 3835 0 0 
Kensington, — Portobello-road — rebuilding 
boundary wall— 

~4U% 3 - 9 eae 123 0 0 
Brixton.—L.C.C. School of Building—timber store 
and i. area— 

oye Tt ae 358 0 


Brinton. —L.C.C, Clapham Trade School for Girls— 
installation of electric lighting— 


*Alexander Hi: pla = 49% 0 0 

Paddington, ~Essendine-road—alterations to 
stepped 

*“G. Godson & Sons, Ltd. ............ 178 0 0 


Paddington, 
dicraft centre 


S.—Harrow-road—adaptation as han- 


J. Marsland & Sons, Ltd. ............ 0 0 

St. Marylebone—Cosway-street—head teachers’ 
rooms— 

*G. Godson & Sons, Ltd. ............... 375 0 0 


St. Pancras, N.—Torriano-avenue—alterations to 
stepped flooring 

"marchant, Hirst & Co, ......c.s0cesesese 115 0 0 
St. Pancras, S.E.—King—street—cleaning and 
painting housewifery centre— 

*Cole Loa — « Co., Ltd. eoccccceccee 108 10 0 


S.E.—Prospect-terrace—minor struc- 


st Pancr s 
{ ra 


work 


ROE © OM ciccrnscesescassenses 197 0 0 
South Ww .. C. — Rockingham-street — head 
teachers’ rooms 
Oa a, ee Oe i 235 0 0 


Southwark, S.E. 
rooms, etc 


Townsend-street—head teachers’ 


mrs a I Oe 359 0 0 
London.—Tenders accepted by H.M. War Office, 
for December:—Building works and services: 
Catterick—artificers’ works: A. Ball & Co., Ltd., 
Doncaster Larkhill and Tidworth—artificers’ 
works Wise & Lansdell, Winchester. Bulford— 
artificers’ works: A. E. Lailey, Salisbury. Wool- 
wich, Royal Arsenal, roof repairs: J. B. Edwards & 
Co., London Devizes—alterations to married 
quarters: W. E. Chivers & Sons, Ltd., Devizes. 
etheravon, Small Arms school—alterations and 
additions to Officers’ Mess and Quarters: James & 
Crockerell Durrington. WwW arle y  Bks.—internal 
painting: Scofield, Son & Crees, Wivenhoe, near 
Colchester Colchester, Sobraon and Goojerat 
Bks.—external painting: S. Lupton & Son, Brad- 
ford Catterick Camp—erection of unclimbable 
fence: Bayliss, Jones & Bayliss, Ltd., Wolver- 
hampton Catterick Camp—extension and_ re- 
roofing of war dept. laundry: Geo. Dougill & Sons, 
iriington 
London.—Installation or improvements to the 
ae ol Council schools as follows, for the 
Brixton Holland-road— 
Bailey & Incledon ........................... £326 10 
Deptford Sprules-road— 
J. Briggs (Electrical Contractors), 
ce RIES 8 RO NER AS 450 
Pulh: m, E.—Britannia-road 
Electrical Installations, Ltd. ....... 350 
Pop ir, S—Janet-street- 
Sn ethurst & Co. (London), Ltd. ...... 390 6 
Pop S.—Upper North-street— 
. Barrett pee 440 
tre tham—The Furzedown— 

Bailey & Incledon, Ltd. ..... so 
London.— Painting and /or cleani i 
schools. tor the Pha leaning of special 
zreen ich Rachel McMillan Nursery School— 
De Oh CR ce vw. £270 5 

erton (Deaf) School, Penn, Bucks— 
wr , J & A. Wie, ie................ 647 
a M echapel and St. . George *s—Lowood- } a 
;). and P.D.) School— 
Wm. J. Clemens . 
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London.—Installation or improvements to the ee 
ing apparatus at Council schools, for the L.C.C 


Bethnal Green, N.E.—Olga -street— 
*Buckley’ 'S (London), Ltd. ...........0+++ £613 5 
Bethnal Green, S.W.—Roche lle-street— 
*Clark, Hunt & Co., Ltd. ............ccceleess 7 
Brixton—Holl: ind-road— 

*Fretwell Heating Co. ..............cccce0s 907 
Deptford—Deptford-park— 

ye eee 380 
Fulham, E.—Britannia-road— 

*J. T. Meredith & Co., Ltd. ............... 835 
Fulham, W.—Everington-street— 

*Colley, Meikle & Co., Ltd. ............... 495 
Lewisham, W.—Dalmain-road— 

*White, Blanchard & Co., Ltd. ......... 875 
Lewisham, W.—Haseltine-road— 

*Cole, Loasby & Co., Lid. ............... 492 
Norwood—Carnac-street— 

“Saunders & Taylor, Lid. .................. 895 
Poplar, S.—Janet-street— 

“I. T. Meredith & Co., LAd. ............... 830 


Poplar, S.—Upper North-street- , 
°F. He MUU. B& Gi., BG cccenscccesecse 998 
Poplar, S.—Woolmore-street— 

*“Comtral Hoating,, TAG, .........c.ccccccsesesees 109 
Southwark, C.—Rockingham-street— 

s ee  '' 5 eee 352 
Streatham—The Furzedown— 

*White, Blanchard & Co., Ltd. ......... 763 
Woolwich, W.—The Gordon— 

. 2 oo a 474 


London.—Tenders accented for December by H.M. 
Office of Works:—Building works: Aldeburgh re- 
peater station—slater: Broadbent & Stephens, 
Leicester. Bexhill-on-Sea Post Office—steelwork : 
Archibald Dawnay & Sons, Ltd., London. Birken- 
head employment exchange—steelwork: E. C. & J. 
Keay, Ltd., Darlaston. Birmingham post office 
stores—erection of garage: F. Crowder, Birming- 


ham. Borough Green, Kent, telephone exchange— 
erection: W. Banks, Ltd., Sevenoaks. Bristol 
Central telephone exchange—alterations, ete. : 

Wilkins & Sons, Ltd., Bristol. Camden Town em- 
ployment exchange—erection: H. Lacey & Sons, 
Luton. Cirencester post office—alterations : 
W. J. B. Halls, Ltd.. Gloucester. Godalming tele- 


phone exchange—erection: E. D. Winn & Co., Ltd., 


London. Grimsby employment exchange—adapta- 
tions: R. W. Holmes, Cleethorpes. Hackney post 
office and telephone exchange—erection: The 


Triangular Construction Co., Ltd., East Molesey. 


Kew, Ministry of Labour Offices—alterations: A. 
Logan, London. Kilchoman Coast Guard Station— 
erection of houses, etc.: J. Taylor, Clydebank. 
King’s Cross employment exchange—erection: F. 
Hutton & Son, Colchester. Kenilworth post office 
and telenhone exchange—alterations: Exors. of 
R. P. Gathercole, Leamington. Leyland, Preston, 
post office and telephone exchange—erection: The 
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Leyland Construction Co., Ltd., Leyland; 
Stewart’s Granolithic Co., 'Ltd., London ; asphalter : 
Limmer & Trinidad Lake “Asphalt Co.. Léd., 
London; steelwork: Harry Peers & Co., Bolton; 
stonemasonry: J. J. Thomson, Preston; plastering: 
J. B. pee met <= Manchester > a post 
office—rooting : H. Heywood & Co., Man- 
chester. SE Newton-street peveine Office— 
roof covering: D. Anderson & Son, Ltd., Manchester. 
Molesey telephone exchange—plastering and grano- 
lithic work: King & Co., London. Newcastle-on- 
Tyne, New Bridge-street Employment Exchange— 
alterations: J. T. Main, Newcastle-on-Tyne. New- 
castle-on-Tyne, Dunston Hill Hospital (Ministry 
of Pensions)—erection : Middlemiss Bros., New- 
castle. New Malden, Surrey, telephone exchange— 
extension: Limpus & Son, Kingston-on-Thames. 
Norbury post office and telephone exchange— 
asphalter: London Asphalte Co., Ltd., London. 
Shepherd’s Bush telephone exchange—erection: H. 
Hann, London. Southbourne, Bournemouth, tele- 
phone exchange—erection : F. A. Grigg & Sons, 
Boscombe. Sutton telephone exchange—plastering : 
King & Co., London. Thames Ditton, Surrey, tele- 
phone exchange—erection: H. Hann, London ; 
artificial stonework : Brookes, Ltd., London; steel- 
work: Dawnay & Sons, ‘Ltd. ; London; 
asphalt work: London Asphalt Co., Ltd.; York 
stone: Albion Stone Works, London; iron drain 
pipes: Burn Bros., London; tar paving : A. . 
Hobman, Ltd., London. Upminster, Essex, ‘tele- 
phone exchange— asphalter: Ragusa Asphalte Pav- 
ing Co., Ltd., London. West Didsbury, Manchester, 
post office—steelwork : E. Wood & Co., Ltd., Man- 
chester; painter: Chas. Bell (Manchester), Ltd., 
Manchester; plasterer: W. Brookes, Manchester; 
mason: Alex. Mackay, Oldham. 


Maidenhead.—Reconstruction of the Maidenhead 


steps: 


Picture Theatre in Queen-street. Mr. T. F. Ford, 

A.R.1.B.A., architect, 35, Finsbury-square, E.C.2:— 

*W. James & Sons, Maidenhead, 

Manchester.— Baptist Mission hall in Linwood- 
street, Newton Heath, for Rev. T. H. Motters- 
head :— 

*Evans & Macdonald, Failsworth. 


Manchester.—Extensions to the works for the 


Broughton Model Laundry, Great Clowest-street, 
Broughton. Mr. A.*KEvans, architect, 155, Weaste- 
lane, Pendleton :— 


*D. Walton & Co., Manchester. 


Manchester.—Adaptation of premises at 32, Swan- 
street, for Messrs, Seligson’s. Mr. A. McDonald, 
architect, 71, Meadow-street :— 

*A. Pollock, Manchester. 


Manchester.—New business premises at the junc- 
tion of Oldham-street and Back Piccadilly, for 
Messrs. C. & A. Modes, Ltd. Messrs. North, Robin 
& Wilsdon, architects, 35-39, Maddox- street, Lon- 
don, W.1.:— 

*Russell Building & Contracting Co., 

chesver. 

Steelwork— 

*Redpath, Brown & Co., Ltd., Manchester. 

Manchester.—Improvements to the branch pre- 
mises at the corner of Denmark-road and Carlton- 
street, Moss Side, for the Manchester & Salford 
Equitable Co-operative Society, Ltd. :— 

*Gladden & Davies, Manchester. 

Manchester.—House and shop and lock-up shop 


in Kingsway West Point. Mr. 8S. Jones, architect, 
Stockport :— 
*H. Barnes, Ltd., 
Newry.—Rebuilding of Windsor Hill P.E. 
for the Down County Regional E.C. _ Mr. a 
Love, architect, 11, Chichester-street, Belfast :— 
Building and Plumbing— 


Ltd., Man- 


Manchester. 
oned. 


*R. Harris, Crossgar. 
Heating— 
*A. Sayers, Belfast. 


Steelwork— 
*R. J. MacKinney, Belfast. 
Roof Glazing— : 
*Pennycook Patent Glazing 
Co., Ltd., Glasgow. 
Steel Casements— 
*H. Hope & Sons, Ltd., 


Ongar.—Cottages for the R.D.C.: (1) 4 non- 
parlour cottages at Berners Roden; (2) 2 at Black- 
more; (3) 2 at High Ongar; (4) 6 at Moreton; 
(5) 6 at Navestock; (6) 6 at Stapleford Abbots; for 


and Engineering 


Smethwick. 





the R.D.C. Mr. P. R. B. Pearce, Housing Sur- 

veyor :— 
*(1) H. C. Acres, Shelley-Ongar ...£1,200 0 
*(2) G. W. Spearman, High Ongar 602 10 
*(3) Noble & Sons, Ongar 573 10 
*(4) Noble & Sons, Ongar ... 1,635 0 
*(5) W. Counel, Brentwood 1,785 15 
*(6) H. G. Acres, Shelley-Ongar 2,005 0 


(One pair parlour type) 
Parbroath.—House for the Cupar District Com- 
mittee of the Fife C.C. Messrs. Walker & Pride, 
architects, Church-square, St. Andrews. Quantities 
by the architects :— 


Mason— 

*Nairn & Son, Ladybank. 
Joiner— 

*C. Smith, Luthrie. 
Plumber— 


G. Mentiply, Cupar. 
Plasterer— 

*T. Batchelor, Cupar. 
Slater— 

*T. Batchelor, 
Painter— 
*Randall & Sons, 


Cupar. 
Cupar. 
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Portsmouth. — Extension of boys’ secondary Rawmarsh.—Middle school, mining centre and SEES BRB HRBHERBHRERR EEE 
school, for the E.C. :— caretaker’s house, for the West Riding E.C. :— 


F. Corke & Co., Southsea ................. £11,172 ‘A. Gregory & Sons, Ltd. MODERN SANITATION : 
Light Bros., Lid., Portsmouth .......... 10,930 Richmond.—New hall, to seat about 200 persons, without Sewers or Drains 
Bevis, Ltd., Portsmouth 10,654 in Lock-road, Ham, for the Free Church Trustees. 


J. Harding, Southsea 10,547 Mr. W. Alexander, architect, 64, Wellington-road, Chemical 
Howe & Bishop, Southsea ..... w+ 10,406 Hampton Hill, Middlesex :— Indoor 


Tanner Bros., Southsea 10,316 *F. D. Hidden & Co., Ltd., Brentford. 
B. ELSAN MANUFACTURING 00. 


S. Salter, Southsea . mn: aaa r : 

‘ ) , Rochdale.—20 houses on the Victoria-place area, 
— see Co., Portsmouth a 7 for the C.B. Mr. S. H. Morgan, Borough Sur- 34/35, HIGH HOLBORN, LONDON, W.0.1, : 
G. J. Davis & Son, Southsea . 9,880 OW WN Scents & Gen. Rechte BESBEBEBESBEEHRBEHEEE SB 
*E ‘ ; 8 rs > s met: 9 « ove AE @ es , . ‘ ° 
wdc prigings, Fertemeut oa Rotherham.—Showrooms in Sheffield- ood. for the 
Queensberry.—6 houses at Hastings-avenue :— West Riding Motor Co. (Rotherham), Ltd. Messrs. 


*E. Balmforth & Sons. Cook & Howard & Lane, architects, Brunts Cham- 
bers, Leeming-street, Mansfield :— HARDWOOD T & C FLOORING 


aa C. H. Hill, Mansfield. In Prime OAK and MAPLE. 


Steel Reinforcements— 
*British Reinforced Concrete Co., Ltd., Stafford. 
Phone PARK 1885 for Finish to Concrete Floors— 
HIGH CLASS *Duromit from the Kleine Patent Fire Resisting 
PARQUET and wooo BLOCK FLOORS Syndicate, Ltd., London. 
In various woods and thicknesses Southend. Open Air school for the E.C. Mr. 
PORTABLE and SPRING DA DANCE FLOORS Fisher, architect, Wellingborough, Quantities 


4 the architect : 
Ask for Booklet *G 








Henson & Sons, Ltd., Welling- 


TURPIN'S PARQUET FLOORING CO borough 
. PP Staincliffe.—Engine-house at the Union Institu- 
tion, for the Dewsbury B.G. :— 
Excavator, Mason and Brickwork— 


*J. B. All cS ck rik ft 
Ps... A Allatt & Son, Heckmondwike ... £429 Ahncrey dusvleeie of 


Telegrams: ‘Frolic, Liverpool.’ ‘Phone 228 Bank *‘Saml. Armitage & Son, Ltd., Dewsbury 147 WOOD BLOCK FLOORING 


BURGESS & co Stretford.—Erection of the Trafford Park baths, PARQUET FLOORING 
© s PY for the U.D.C,:— Exeep/ionally low prices upon application te: 


General Building Work— STEVENS & ADAMS, L 
6, CASTLE ST., LIVERPOOL. . nahn Lo £5,933 victoria Works, Point Pleasant, Geode, 


E seri Work— London 8S.W.18 

wooD BLOGK FLOORING “Snendene’ & Taslor, Ltd. 486 . Telephone—Putney 4701 (3 lines). 
Reinforced Concrete Work— 
AND PARQUETRY. *Fram Reinforced Concrete Co., Ltd. 1,045 

Swansea.—Painting of the Central Police build- 
ings, for the C.B.:— 

*Ben Evans & Co., Ltd., Swansea 73 SOLE MAKERS OF 

Tadcaster.—Extensions to the Old Brewery, for WRIGHTS IMPROVED ANDALSO 
Messrs. Saml. Smith & Co., Ltd. Mr. W. Broad- SHORLAND’'S PATENT WARM AIR 
bent, architect, Leeds :-— VENTILATING PATTERNS. 


H. Roper, Ltd. quaqaesncecccceenessesocsocessppoocossanszencessscessse aepnenmemememenens 
: TD 
Thingoe.—For (a) 6 cottages at Fornham All v ONL 
J GLI KSTEN a SON Saints, and (b) 6 cottages at Ritby, for the R.D.C. [Ledab dp lpaR LEAL Teams 
a Surveyor, 65, Churchgate- street, Bury St. WORMS - BURTON WEIR MOT: 


Edmunds :— 
LIMITED *(b) G. Ellwood, Bury St. Ed- 
munds 









































*(a) W. B. Kingsbury, Boxford 


£2,29 
saeseaainntien wer tate ont cero to oe | FITZPATRICK & SOM 
Worcester.—Extensions and alterations to the 


public abattoir, for the City Council :— 


SEASONED Seer eresart veeee £1,280 MASONS & PAVIORS 
Youghal.—Improvements to the Cottz H tal, 
HARDWOODS for the South C: ~~ aa a po ee _ PAVING WORK OF EVERY DESCRIPTION 
“Murray Bros., Youghal ot .... £760 Largest stock of Second-hand and Redressed 
se (equal to a » Soa Setts in London, at 


MAHOGANY WALNUT Statom Fier 
JAPANESE, AMERICAN and J i ETRIDGE J + Yt nodes “Siscetocngs Clsetee ea 
WAIN SCOT OAK, TEAK, t j Ltd Spur Stones to order. 


wadrant Blocks in stock. 
WHITEWOOD, &c. SLATING AND TILING 454 OLD FORD ROAD, LONDON, £3 


SLATE MERCHANTS 


REGISTERED OFFICE AND WHARF CONTRACTORS 
CARPENTERS RD. Inspections and Reports made on -_ 
Telephone: Curssow 1388 | 


poe ~ OLD on FAULTY ROOFS OGILVIE & C0., #222 


. BH. Lasceatias & Os, 


M of Bunhill Row. 
t of the count 
Telephone : Telegrams: in any par ry. , 7 
East 3771 GLIKSTEN 'PHONE Telephone : Bishopsgate 1944/5, or write. Mildmay Works, Mildmay Avenue, Islingto 


(5 lines) LONDON 4 EXPERTS IN HIGH-CLASS JOINERY. 
ethnal Green Slate Works oa 
BETHNAL GREEN. LONDON, ¢ - ALTERATIONS AND DECORATIONS. 


‘lr 








"Phone—EAST 4808 









































HOWELL J. WILLIAMS 


We supply all classes of its. 


polished Granite, and 
Italian Marble Memorials. 
Specialists in Carvings and 
Statuary, War Memorials, 
Building & Shop Fronts, 


etc. 
All enquiries promptly attended to. 


WM. EDWARDS 
& SON, 
Pittodrie St. Aberdeen 
Wholesale only. 


Builders 
High-Class Building 


J oinery Work 
11/17, BERMONDSEY STREET, 


Telephone: LONDON BRIDGE, &.L/ 
HOP 202 


Builders of very many well-known Banks, Oface 
and Business premises. Our works especially 
convenient for City Dehdine « and fittings.’ 
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